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PERK UP How those spicy morsels 
YOUR sharpen up the appetite! Burr 
MENUS gherkins, corn relish, sweet 


pickle chips, stuffed man- 
zanilla olives, tiny Holland onions, sliced green toma- 
toes. Sexton’s complete assortment of pickles includes 
one suitable for every purpose. Each is selected and 
picked where the best is grown, pickled and packed in 
Sexton’s Sunshine Kitchens, for the express purpose of 
serving supremely those who serve many people each 
day. 


SEAT UN 


QUALITY. FOODS 


CHICAGO + DALLAS - BROOKLYN 





SEXTON FINE QUALITY FOODS 


ALL packed without sugar or seasoning. FRUITS packed 
in the NATURAL JUICE of the FRUIT. 


Analyses On Every Can 






































A STATEMENT 











e In expressing appreciation for the co-operation and sup- 
port of the profession during the past critical year, we are 


glad to renew assurances for the future. 


e We, in the United States, have long led the world in the 


production of sutures and our resources far exceed domestic 
requirements. Ability to expand our facilities has been 
demonstrated through a year of extremely heavy demands from 
our own hospitals and government as well as from nations 
abroad. These demands have been met without upward re~ 


vision of prices or departure from established standards. 


® We, therefore, face the future confident of our ability to 


meet the requirements of our people. 
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EVEN IN CHINA 
Diack Contos are Valued! 
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The main object of sterilization is to kill all germs - - and 
one positive means of determining this is the Diacy Condol 


This fact is recognized all over the world! 
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FEATURE FOR FEATURE, PROMETHEUS 


IS YOUR BEST FOOD CONVEYOR BUY! 





Compare the features — compare the 
value — you're sure to agree that Pro- 
metheus gives you more for your food 
conveyor dollar. The tray truck illus- 
trated, for example, has thermostatic 
control, individually heated shelves, 
counter-balanced doors, and a separate 
cold compartment — and yet it’s priced 
low! 

Write for our complete catalog. 





PROMETHEUS ELECTRIC CORP. 
21 Ninth Ave., New York 
Gentlemen: 
Please send me your Catalog of food conveyors. 
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Hospital 


Address. 
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It has been clearly demonstrated that Sul- 
fathiazole, the latest contribution to modern 
chemotherapy, is highly effective against the gonococcus as well as 
several other pathogenic organisms. In some hundreds of recorded 
cases, gonorrhea has yielded with remarkable promptness to this thia- 
zole derivative of sulfanilamide. According to reports already pub- 
lished, Sulfathiazole conforms to rigid clinical standards for successful 
chemotherapy of gonococcic infection. In comparison with its pyridine 
analogue, it is less disturbing to the patient—having less tendency to 
cause serious nausea or vomiting—an advantageous feature in the 
treatment of both ambulatory and hospitalized patients. 


Incidentally, Sulfathiazole is recognized also as an outstanding anti- 
pneumococcic and antistaphylococcic agent. 


DOSAGE: For adults, two methods of dosage have been recommended: 


(a) 1 Gm. (two 0.5 Gm. tablets) four times daily for five days. 

(b) 1 Gm. (two 0.5 Gm. tablets) four times on the first day, and 0.5 Gm. 
(one tablet) four times daily for the next eight days. 

od _ average dosage by either method is 20 Gm. (forty 0.5 Gm. 
tablets). 


Before administering the drug, read carefully the details on dosage, 
contraindications, side effects, precautions, etc., contained in our pam- 
phlets (sent gratis to physicians on request). 


SUPPLIED: Sulfathiazole-Winthrop is supplied in tablets of 0.5 Gm. 
(7.72 grains), bottles of 50, 100 and 500; also (primarily for children) in 
tablets of 0.25 Gm. (3.86 grains), bottles of 50, 100 and 500. 

For preparing test solutions, Sulfathiazole-Winthrop is available in bot- 
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All Patterns Now 
Made With the 
Box Lock 











J. SKLAR MANUFACTURING COMPANY 
38-04 WOODSIDE AVE. LONG ISLAND CITY, N. Y. 









Res. round shank patterns 
of Sklar’s hemostatic and 
many other forceps are now 
being made with the Box 
Lock. 

This Box Lock not only adds to the streamlined beauty of the 
instrument, but it has positive qualities that make this type 
of joint vastly superior to the old types of joints heretofore 
used. The series of three small photographs show the exact 
appearance of the Box Lock in various positions. The first well 
illustrates the streamlined smoothness in the closed position. 
The second and third pictures show the lock in the open position 
of the forceps with the lower photo illustrating the construc- 
tion, or method by which one shank of the lock passes through 
the center of the corresponding part of the other shank. 

The lock or joint is accurately machined, smoothly finished and 
perfectly fitted. Possibility of a loose or wobbly joint is com- 
pletely eliminated. There are no holes or rough edges that 
may cut gloves, tissues or sutures. 

Serrations and mouse teeth are evenly aligned and have edges 
accurately beveled so that jaws grip without shear action. Hemo- 
stasis is assured. 

The importance of these features of all Sklar’s Stainless Steel 
forceps is well appreciated by surgeons who demanded and must 
have perfect instruments. Send for catalogue of Sklar’s U. S. 
Made Stainless Steel Surgical Instruments. 


Sold Only Through Surgical Supply Dealers 
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Further Evidence 


of the value of One Per Cent Sterile Solution of Neo-Synephrin Hydrochlro- 
ride in the treatment of Acute Hypotension. Some of the more recent articles 
on the surgical use of Neo-Synephrin Hydrochloride are the following: 


a) Silvers, H. I., and Leonard, I. A., Jr.: 
The Use of Neo-Synephrin Hydrochloride 
in Maintaining Blood Pressure during 
Spinal Anesthesia; Am. J. Surg., 50:79-83, 
(Oct.) 1940. 


© Kelly, M.: A Note on the Use of Neo- 
Synephrin in Collapse; Med.J.Australia 
11:574 (Oct. 14) 1939; abst. in Anesth. & 
Analg. (Sept.-Oct.) 1940. 


© orth, O. S., Leigh, M. D.; Mellish, C. 
H., and Stutzman, J. W.: Action of sym- 
pathomimetic amines in cyclopropane, 
ether and chloroform anesthesia. J.Pharm- 
acol. & Exper.Therap. 67:1-16, 1939. 


4) Robinson, E. B. Jr.: Use of Pontocaine 
in Spinal Anesthesia; Southern M. J., 33: 
955-960 (Sept.) 1940. 


5] Lorhan, P. H., and Lalich, J. J.: Cir- 
culatory and Electro-cardiographic Studies 
of Neo-Synephrin Hydrochloride in Spinal 
Anesthesia; Anesth. & Analg. (Mar.-Apr.) 
1940. 


© Brunner, R. S., and de Takats, G.: The 
Use of Neo-Synephrin in Spinal Anesthesia; 
S. G. & O. 68:1021-1028 (June) 1939. 


& Bittrich, N. M.: The Clinical Use of 
Neo-Synephrin Hydrochloride for the Con- 
trol of Blood Pressure During Spinal Anes- 
thesia; Anesth. & Analg. (Jan.-Feb.) 1939. 


© Gage, M.: Preoperative and Postoper- 
ative Use of Drugs in Surgery of the 
Gastrointestinal Tract; Southern Surgeon 
9:149-156 (Mar.) 1940. 


Average subcutaneous dose: 0.5 cc. Supplied in 15 cc. rubber-capped vials. 


F ACCEPTED 





One Per Cent Sterile Solution of 


NEO-SYNEPHRIN HYDROCHLORIDE 


(Laevo-alpha-hydroxy-beta-methyl-amino-3 hydroxy-ethylben- 
zene hydrochloride) 





FREDERICK STEARNS & COMPANY 
DETROIT, MICHIGAN 


New York « Kansas City « San Francisco 


Windsor, Ontario « Sydney, Australia 
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HE new Cutter Saftivalve used in conjunction 

with the Cutter Saftivac brings to the transfu- 
sion field the simplicity of the hose-clamp method 
of controlling flow, universally used in the admin- 
istration of intravenous solutions. 

The Saftivalve handle allows the operator to 
firmly support and rotate the flask and control rate 
of flow with a single hand. There are no acute 
angles to offer resistance to the flow of blood, nor 
inaccessible, constricted orifices to cause it to clot. 

The valving cap design of the Saftivac insures 
adequate vacuum to start with, while the entirely 
closed design of the Saftivalve prevents leakage 
of vacuum. 

By a special process, developed by 
Cutter, each Saftivac is tested for 
high vacuum after it is sealed. 








Site for needle insertion readily 
apparent. Rubber cap covers top 
and lip of Saftivac, preventing 
contamination. Hospital price per 
Saftivac 1.20 to 85¢ depending 
on quantity. 




























Cutaway illustration showing how 
flask is supported and rate of flow 
controlled with one hand. Note: no 
acute angles to slow up blood flow, 
nor inaccessible, constricted orifices 
to cause clotting. Standard Luer-lok 
needles used. Hospital price, 4.35. 


























Valve needle is shoved After donor needle is 








through cap and dia- 
phragm stopper opening, 
locking lever is then lifted 
up, which firmly attaches 
Saftivalve to Saftivac. 


inserted in vein, valve 
wheel is opened until desired 
flow is obtained. Entire 
operation is then continued 


with the hand holding flask. 





After blood is with- 

drawn, Saftivalve is re- 
moved leaving rubber cap 
in place. Saftivac may then 
be stored, or cap slipped off 
and transfusion started. 
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Blood is dispensed 
from Saftivac by 
attaching clot-filtering 
dripmeter to ordinary 
injection tubing outfit. 





CUTTER Laborator 


Bai Ris i ila iit be cn 


les 


BERKELEY - CHICAGO - NEW YORK 














nsed 


ring 
nary 


utfit. 















BUYER 


The Friendly Hospital Journal 
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New Jersey has a "spectacle woman," an 
ex-volunteer Red Cross worker who since 
1932 has collected old discarded spectacles 
for re-distribution to the very poor. The 
desperate need for new ‘eyes’ she discov- 
ered while on her relief rounds, and she since 
has managed to collect over 5,000 frames 
from donors all over the U. S. 

The old gold goes to maintain the work, 
and all lenses in good condition are sorted by 
a volunteer optician, fitted into tortoise-shell 
frames and given away. Every applicant 
must send or bring a prescription from an eye 
doctor. "Worthy cause for the women's 
auxiliary to sponsor," suggests the editor of 
the state medical journal. 

+ + 

The epidemic of influenza that is creeping 
over the country is fortunately not so fatal 
as the type that spread death during the 
last war. This epidemic is “Type A.” It 
appears suddenly, reaches a peak quickly and 
has a low mortality rate. But on the west 
coast many hospitals were clogged with cases, 
and having most of the staff down with it, 
they had a pressure period. 

+ + 

One of the largest doll manufacturing busi- 
nesses in the country is said to have been 
started because a kind-hearted lady made 
a cowboy doll for a little boy in a hospital. 

+ + 

A nurse in a Greek hospital said it might 
be good propaganda if they could send the 
wounded italians back to Italy. Mussolini 


would have to beware of the Greeks bearing 
that kind of gift. 
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Our dietitians can pat themselves on the 
back. The Army has learned a lesson from 
them and is going to serve the boys varied 
and balanced meals instead of the beans, 
bully beef and submarine turkey of the older 
day. Vitamins may win the war. 

+ + 


This business of getting on the alkaline side 
is going pretty far when they say that it in- 
fluences the sex of unborn babies. Alkali 
it's a boy — acid it's a girl. 

+ + 

The psychiatrists say that psychological war- 
fare is being waged on America by clever 
men in Europe. It's in the papers every day, 
mostly in headlines. Call out the psycho- 
columnist. 

+ + 

A refugee artist from Vienna made the 
prize-winning poster for the recent crusade 
put on by the American Society for the Con- 
trol of Cancer. When they chased the Jews 
from Spain to Holland, the Dutch got 
Spinoza. And Einstein now lives in New 
Jersey. 

+ + 

If some day you get the bright idea of 
writing a paper on a public health subject, 
be sure to look up your references at the 
National Health Library in New York City, 
where they have six thousand books and 
thirty thousand pamphlets on the subject. 

+ + 


A Frenchman named Meister committed 
suicide. He was sixty-four years old. He 
was marooned in Paris by the war. He was 
despondent. This might not be news except 
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for the fact that in his youth, Joseph Meister 
was the boy on whom Pasteur first demon- 
strated his anti-rabies vaccine. 
+ + 

A book on “Tuberculosis and Genius” tells 
the life story of such T.B.’s as Stevenson, 
Schiller, Voltaire, Moliére, Francis Thomp- 
son, Shelley, Keats and St. Francis of Assissi. 
Why don’t the T.B.’s adopt the latter as a 
patron saint? Or maybe some of them have. 


The W.C.T.U. warns that this may be the 


wettest year — they mean alcohol. Well, 
in the last war we had prohibition. 
+ + 


The war plague of typhus is a grim cloud 
over the Balkan countries. Dr. Meleny, of 
Vanderbilt U., says it is on the increase in 
the U. S. Call for a blitz on rats. 

+ + 

Panamanians don’t seem to like us very 
well just now. By law, they forbid the 
English language as a means of business con- 
versation. A tradesman was recently fined 
for having a sign in English in his store. 
Well, the Rockefeller Foundation has just 
spent $500,000 in Panama for medical aid 
and scholarships. Maybe that’s the way to 
better understanding. There’s no law against 
taking American money. 

+ + 

The English physician, Lord Horder, says 
that war, like a hormone, has activated the 
chemistry of the nation: The children evacu- 
ated from the slums to the country have bene- 
fited enormously in health. Maybe even 
the bombings will have a good after-effect, 
because those dirty old unsanitary homes of 
London's East End needed demolishment. 

+ + 

At the beginning of our depression, it was 
feared an unfavorable effect on public health 
would be evident in a few years. It didn't 
happen. Every year since, the mortality rec- 
ords dropped, scoring a new low in 1940. 

+ + 


An anthropologist says that spanking chil- 
dren may be the psychological seed of war, 
because child frustration may lead to race 
hatred. Well what about spanking the adults 
who start war by talking race hatred? 

+ + 

Do you write poetry on your day off? A 
publisher is planning to get out an anthology 
of verse by nurses. If they tell all they know, 
it should be worth reading. 
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Dr. Rudolph H. Gerber, a Los Angeles 
neurologist, conducted tests to determine 
the effect of diversion and relaxation on men- 
tal ability, recently, and proved, at least 
to his own satisfaction, that the public should 
read more comic papers and see more film 
comedies, to cure its jitters. 

Dr. Gerber brought together a group of 
48 persons, made up of his friends and pa- 
tients. Each person was handed a sheet of 
newspaper copy, 465 words in length, and 
asked to encircle, in two minutes, every let- 
ter "'n'"' he could find in the copy. Then the 
48 subjects were shown a comedy film, an 
hour and twenty minutes in duration, and 
immediately afterward made another two- 
minute check of the same text. In the first 
trial, Dr. Gerber stated, the average was 
48°5,. After the movie, the average rose to 
75%. Dr. Gerber added that the text used 
was too long to be quickly memorized, and 
that ordinarily (without a film-comedy shown 
the group) scores were lower on the second 
trial than on the first. 

+ + 

As the defense program gets underway, 
the need for nurses will outpace the ability 
of nursing schools to supply young profes- 
sionals, so the N. Y. State League of Nursing 
Education is making a study of ways and 
means by which older nurses who have left 
the fold can be brought up-to-date on mod- 
ern technics. 

+ + 

Not that we want to make something of it, 
particularly, but isn't one of the medical 
columnists going to note that Sir Henry 
Head was once editor of BRAIN? The world 
famed neurologist died about three months 
ago, as you know, of Parkinson's disease, the 
malady he spent a lifetime fighting. 

+ + 


Mount Holyoke college has a medical fel- 
lowship fund with a principal of over $5,000 
which an alumna, a retired doctor, raised by 
the unique method of hand-weaving. Dr. 
Mary Dole, one of the pioneer women M.D.’s. 
first learned to use the loom in order to teach 
a patient who was losing her sight. Many 
demands began to come in for her work, and 
she continued it as a hobby, making the re- 
turns a nest-egg for a treasured project. The 
first grant goes to Dr. Mary Agnes Burchard, 
from a mission hospital in India, who will 
use it for studying radiology at New York 
Post-Graduate medical school and hospital. 
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William E. Barron 


(See front cover) 


NY dissenting voices? We're hazarding a guess that the president- 
elect of the Hospital Association of Pennsylvania is probably the 
only supt. extant who ever played football before the King and 

Queen of Belgium. That was in William E. Barron’s athletic days, of which, 


more later. 
Right now, he’s playing a stellar game as head of Washington (Pa.) hos- 
pital. A supt. — need we say — gets lots of exercise that way. Particularly 


if he also takes a hand in association activities (cf., chairmanship of the Pro- 
gram committee, 1940 Pennsylvania H.A. convention; member, Government 
Relations committee; 1937 chairman, Auditing committee; 1937 president 
Pittsburgh Hospital conference, etc.) 

It was not until 1926 that the name of this executive began to be asso- 
ciated with affairs hospital. He went to Citizens General, New Kensington, 
Pa., that year, first as business manager, then as supt. After five successful 
years, he was invited to the college town of Washington, Pa., to take his 
present post. The financial clouds hung heavy due to building debts, but 
by close management and.a well-directed drive for funds, the situation bright- 
ened — the hospital being now in that halcyon state known as “in the clear.” 
Plans for 1941, indeed, include construction of a 100-bed nurses’ home, also 
a 50-bed hospital addition. 

Interpreting his duty as one which obligates him to the community, Penn- 
sylvania citizens hear of Supt. Barron in a number of different roles: chairman 
of the Underprivileged Child committee of the state in 1935; member of the 
international committee of same, 1936. He is president of Washington County 
Tuberculosis association; member of the A.H.A., of course; Fellow of the 
A.C. of H.A.; past president of the local Kiwanis club; a Mason and member 
of the New Castle Consistory. 

Mr. Barron first saw the light of day in Butler county — 1894's the date. 
Slippery Rock normal school, Grove City college and Carnegie Tech provided 
his educational armament, after which he steered high school students through 
the shoals of mathematics and coached athletics until 1917. Then enter the 
military motif, and a change of scene to Fort Oglethorpe and the Second 
Officers’ training camp. He was on the high seas by 1918 and saw two 
months’ service as a Captain of Infantry with the Seventh Division, before the 
armistice was signed and the world settled down to its fitful interlude of peace. 

Back in civilian clothes, he ran a transit on a mine surveying crew, then 
took up mathematics and pigskin again. Right now, he’s a Colonel in the In- 
fantry Reserve commanding the 393d Infantry, 99th Division, located at Pitts- 
burgh. About that football game before royalty — he played in the semi- 
finals for the A.E.F. championship, on the Second Army team! 

To successfully head a hospital, you must know it through and through, 
is a Barron belief, so he doesn’t run it entirely from his desk. To quote from 
a recent write-up in the Pennsylvania H.A. Bulletin, this successful supt. ‘‘likes 
to delve through his plant from the laundry to the kitchen to the power plant, 
and gets as much kick out of showing you how the water softener works as 
to where the red ink goes on the ledger.” (N.B. it’s black ink for 1941). 

There are four of the Barron bairns: one girl and three boys. Their 
father’s hobbies are fishing and hunting, and if you ask us, the Barron den must 
have a lot of antlers on the wall. Barron, pére, has hunted deer for 15 years, 
bringing home a buck each time so far! 
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Three Belles of the Bazaar model gowns that must have kept the local modistes busy working overtime. 


Hospital Benefit, 1890..... 








Keepers of the lemonade — for toasts to the ladies. John Alden, his Priscilla, and a whole bevy of Puritans. 
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N ALMOST every chronicle of ‘Our 
Town” there’s some gala social event 
u that still lives on in the memory of 
the old-timers, hallowed by the years into local 
legend. In Easton, Pa., it’s the hospital bazaar 
of 1890, staged in the old Able Opera House. 
It raised $12,000 and launched Easton 
hospital on its busy and highly useful way. 











“ Some local lights play Indian, all for sweet charity. 
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This was a glittering affair, done up in the 
best tradition of the gay nineties, with tableaux 
vivants, a Carnival of Authors, and a grand 
costume march lead by Rex and Regina and 
bombarded by posies from the gallery. The 
yellowing souvenir programs and old photo- 
graphs treasured still in many an Easton attic 
were brought out, recently, when Easton hos- 


Dignified King of Carnival (later became a judge). 


Photos, courtesy of Easton Morning Free Press. 


The first hospital, bought by proceeds from the bazaar. 
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pital celebrated its 50th anniversary with a 
Golden Jubilee. The mood they evoke is 
nostalgic as a Strauss waltz. 

At this financial triumph, more than a thou- 
sand of the local social lights were coaxed into 
costume, to perspire under the huge crystal 
gas-burning chandeliers of the opera house, 
splendidly decked out in wigs and diamonds 
and ruffles. King for a day as Louis XVI. 
Marie Antoinette in a costume boasting enough 
yardage to make a tent for a one-ring circus. 
The local photographer did a landslide busi- 
ness, and the local seamstresses were never so 
busy, snipping, stitching and ruffling. One of 
the gowns, lavishly typical of the era, cost over 
a thousand dollars. There were house parties 
galore to keep the caterer busy. 

The governor came, so did a lot of the boys 
from ‘Molasses Holler,’ who craned their 
necks to see “the swells.” The firechief and 
his trusty cohorts were on hand to maintain law 
and order but everyone behaved. The chief 
excitement of the occasion was when a local 
social leader lost her diamond, and Mercutios, 
Hamlets, shepherdesses and Puritans forgot 
their sartorial dignity and went scrambling on 
hands and knees to help in the search, for- 
tunately successful, records the Morning Free 
Press. It seems that Chilly Lawrence and his 
Schimmel Board Yard gang garnered plenty of 
nickels on the floor too, which they spent reck- 
lessly throughout the rest of the week on “Bill 
Walter's fish cakes, Mrs. Stein’s famous pep- 
perpot and Mrs. Kichline’s two-inch custard 
pies.” 

All for One, One for All 

All the local groups helped, one way or an- 
other, in the name of sweet charity. St. Paul’s 
Lutheran church built a wigwam and sold 
baskets. The name “Longfellow” in tan let- 
ters on a brilliant crange pennant, with Puri- 
tans and Indians in attendance, identified the 
scene as one from ‘“‘Hiawatha.” The Orpheus 
society was the star musical attraction. A local 
popular and spiffy bakery contributed cakes 
long after celebrated in gustatory annals. The 
Press records that “‘all of the fine Easton sport- 
ing fellows who held forth at Freeman's spiffy 
sports center and fine tailoring store were in 
evidence, spending money galore.” 

The ladies of B’rith Sholom tended a Lem- 
onade Well, and did a thriving business, too. 
St. John’s Lutheran church had charge of the 
Louisa M. Alcott booth. Burnt wood and 
leatherwork fancy articles were sold beneath a 
yellow banner with a garland of flowers dedi- 
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cated to Tennyson. Local dandies paid large 
sums for the privilege of guessing the number 
of picks in a huge toothpick bouquet, and 
everybody marvelled at the Edison phonograph 
that “talks, sings, reproduces instrumental mu- 
sic, tells stories and jokes and imitates animal 
sounds.” The long-aistance telephone was an- 
other attraction, and how they flocked to the 
“German Garden.” 
Some Stellar Hits 

The Reformed churches did their bit with a 
Gilbert and Sullivan stand at which they sold 
“Literary Salad.” The “Lake of Gondoliers,” 
contributed by the local stove merchant, offered 
customers the novelty of placing a bill or coin 
on a boat — which promptly disappeared un- 
der a “Bridge of Sighs” and emerged from 
under another, carrying a prize package! Ah 
me. And portly Uncle Jim Hackett, the Able 
Opera House Policeman practically wore him- 
self out, officiating for the week as chief car- 
riage-door-opener. Another martyr to the 
cause was the worthy citizen who stewed in a 
big red woolen blanket under the gaslights at 
the Indian relic display. 

Well, those were the days. After a week 
of such glamorous divertissements, life re- 
turned to normal, they swept out the hall and 
gave over to the Big Centennial Celebration 
scheduled for May 5, 1890. But Easton had 
the financial “makings” for a hospital, and 
Easton needed one. With five railroads, the 
days of the three-link coupler and meager 
means of signalling, train accidents occurred 
almost every day, and the nearest hospital 12 
miles away. So — congratulations to the King’s 
Daughters who “got up” that 1890 affair. 

And we wish Supt. S. Chester Fazio similar 
success in the Golden Jubilee celebration East- 
on hospital held, in November. 


op 
Restricted: French Medicos 

To practice medicine, dentistry or pharmacy 
in France these days, it’s necessary not only to 
be a native oneself, but to have had a French 
father also. 

Exceptions are those who have been ‘“‘scien- 
tifically honored” by France, those who served 
with fighting units in 1914-18 or 1939-40, or 
natives of Alsace-Lorraine who acquired French 
nationality as a result of the last world war, 
says the Chicago Tribune. 

oo 

The Illinois Hospital association is now a 
sectional association of the A.H.A., effective 
January 1. 
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The Bells Ring Out 


F ALL the gifts in the hospital Xmas 
stocking, Abington (Pa.) Memorial 
received the most unique: a carillon 

for playing music to the patients and com- 
munity. The gift, presented by Mrs. George 
F. Tyler in memory of her granddaughter, 
makes Abington Memorial the first hospital 
to have such a feature. 

The public services on Monday evening 
before Xmas were a beautiful and impres- 
sive sight. A choral group from the nurs- 
ing school and some volunteer singers pre- 
sented Christmas carols on the hospital 
steps, and at each of the 38 blacked-out 
windows above, etched by floodlights, was 
a nurse holding a lighted candle. The bell 
music comes from a cupola atop the build- 
ing. 

Site now on, there will be a fifteen-minute 
program of music daily, from six to six-fifteen 
each evening. Its donor hopes that the pro- 
gram may come to be a part of the community 
life as it is in certain localities here and abroad. 

The carillon, in case your memory needs re- 
freshing, provides bell music on the same prin- 
ciples which have come down through 46 cen- 
turies from the ancient Chinese hand-bells. It 
is played from a console in another part of the 
building, and is sent over wires to the cupola 
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The choral group 
from the nursing 
school, assisted by 
male voices, furn- 
ished music at the 
dedication _serv- 
ices. Note the 
nurses with can- 
dles stationed at 
the windows. 





Nurses are being trained to play the daily programs. 


atop the hospital. The tunes sound softly, 
at close range, to patients, while stentors carry 
them far out over the countryside. 

Before installation, a comprehensive survey 
showed that patients and personnel in hospitals 
near cathedrals and universities with carillons 
were highly enthusiastic, and looked forward 
to the music daily. Obviously, great care will 
be taken to select suitable programs, avoiding 
all pieces that are too modern, as well as the 
funereal type. 
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A PAGE FROM CHICAGO 
HOSPITAL HISTORY 


F THE old-time medical school hadn’t 
turned up its nose at women, Chicago 
hospital history might be different re: 

one of its famous institutions. In the year just 
finished, Women’s and Children’s hospital 
celebrated its 75th anniversary, which calls to 
mind some interesting facts. 


Any discussion of them means hats off to 
Dr. Mary Harris Thompson, who helped make 
the way easier for other women medicos by 
establishing one of three institutions in the U. 
S. staffed entirely by those of her own sex. 
These other hospitals, as you know, are New 
England Hospital for Women and Children, 
Boston, and New York Infirmary for Women 
and Children. 


Dr. Thompson was first educated at the New 
England Female Medical College in Boston, 
was refused admission to Rush medical col- 
lege, but was finally allowed to enter North- 
western medical school for a year. During 
that period, four other women were permitted 
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Left — "At home" at 
Adams and Paulina, in 
the 1870's. 
The present building. 
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How the hospital looked, 1865. 
at classes, then the school closed its doors to 
women for 50 years. 

Dr. Thompson was what was called, years 
ago, a “women’s rights’ woman. However, 
she was too busy to spend time prating about 
them. Her distinguished service record soon 
did that for her. She is inventor of a sur- 
geon’s needle still in use; founder of a wom- 
an’s medical school in her Chicago hospi- 
tal. History credits her with being the first 





Dr. Mary Thompson Mrs. Edna H. Nelson 


Hospital Topics & Buyer 









practicing female M.D. in Chicago. The nurs- 
ing school she founded there was the first west 
of the Alleghenies. 

Need of medical aid for wives and children 
of Civil war veterans and the serious cholera 
epidemic lead Dr. Thompson to found the 
Mary Thompson hospital. With money con- 
tributed by friends, she started in a small 
residence that housed 14 beds. It was entirely 
a philanthropic gesture. 

During the Chicago fire, Oct. 8, 1871, this 
building was destroyed, but the next day found 
Dr. Thompson established for service in a 
friend’s home. The incident with Mrs. 
O'Leary's cow increased the need for medical 
service, and with $25,000 donated by the Re- 
lief and Aid association, larger homes were 
secured and fitted for hospital work. It was a 
financial struggle, and some of the annual re- 
ports of 1872 record donations of hitching 
posts, stoves and carpets. 

In 1885, a hospital was built, the third in 
Chicago, and today a large modern five-story 
building, with a capacity of 210 beds and a 
staff of 125 women doctors pays tribute to its 
indomitable founder. 

Women’s and Children’s hospital has done 
much research, and throughout its history has 
been noted for its charity work and the high 
standard of its services. It has gained wide 
reputation for its mother’s milk bureau 
founded in 1930 by Dr. Bertha Van Hoosen. 
It was this bureau, incidentally, which came 
to the rescue of the Dionne Quints. 

Celebrating their anniversary, the hospital 
held a three-day open house Nov. 26-28. Mrs. 
Edna H. Nelson is the present supt. 

a 


It's for the Social Service Dept. 

Speaking of successful hospital affairs, the 
annual fashion show put on by St. Luke’s in 
Chicago, this year (Oct. 15, to be exact) raised 
a total of $31,500. This event always raises 
a sizable sum, but this is the largest since 1929. 

Headline attractions were the famous Jonker 
diamond and Mme. Elsa Schiaparelli, famous 
Parisian dress designer. 

ff. — 
Health Preparedness in N. Y. 

An advisory health preparedness commit- 
tee has been appointed for New York State, 
at the request of the State Health Commission. 
Appointments named by Mayor La Guardia 
include 23 doctors, nurses and officials of 
various private and municipal health and wel- 
fare organizations. 
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Greater New York H. A. 
Experiments in Publicity 

In the interests of public education, the 
Greater New York Hospital association has 
put out a new 24-page booklet: “What 
You Should Know About Hospitals.” 

Prepared by the public education com- 
mittee, of which John Hayes, supt. of Lenox 
Hill hospital, is chairman, the small blue- 
and-white bulletin comprises a highly read- 
able resumé of facts regarding: the or- 
ganization of a voluntary hospital; how 
voluntary hospitals operate; visiting hours 
in hospitals; hospital costs; hospital salaries; 
“what you pay for when x-rayed”; nursing 
schools; hospital laboratories. 

Upon completing the booklet, copies were 
sent out to all the members of the association, 
numbering 90. Each institution was queried 
as to its interest in purchasing the booklet 
in quantities for distribution to patients and 
doctors, and Secretary William B. Seltzer 
says they expect sufficient orders to warrant 
publishing from 100,000 to 150,000 copies. 

as 


Page Dorothy Dix 

The depletion of marriageable men as one 
of the more serious effects of war, is pondered 
in an issue of the A.M.A. Journal, some weeks 
ago. Clearly, the actual battle losses are matched 
by losses in future population due to reductions 
in the birth rate. The social effects of a 
deficiency of men, of course, must “profoundly 
disturb the normal life of nations.” 

In the last war, about 72% of the German 
military deaths, and about 55% of the French 
losses, were of men under 30, a recent statistical 
bulletin of the Metropolitan Life Insurance 
Company points out. 

Census figures before the war, in France 
and Germany showed about the same number 
of males as females in every five-year age 
group. Germany’s first census after the war, 
however, taken in 1925, showed an excess of 
150 women per 1,000 men at ages 25-29. 
There were 259 “extra” women per 1,000 in 
the 30 to 34 age group, and 181 at 35 to 39. 

~~ fe 


Orchids: To Chicago Plan 

Congratulations to the Plan for Hospital 
Care, in Chicago, which recently returned to 
its backers, 27 prominent Chicagoans, the 
$30,000 which they had provided to launch 
the plan in 1936. The Plan is not only out of 
the red, but has an earned surplus of $169,- 
187. Present membership totals 175,000. 











HOSPITAL ADMINISTRATION 
AND ORGANIZED MEDICINE 


O PROFESSION is so closely organ- 
ized to regulate the behavior of its 
members as is the medical profession. 

No other profession can boast such complex 
organized concern over its educational and 
practicing institutions, in all their ramifications. 
And in no profession does 


By Boris Fingerhood, F.A.C.H.A. 
Israel Zion Hospital 
Brooklyn, New York 


ment of the development and growth of the 
system of voluntary hospitals or private med- 
ical institutions in the United States was a 

direct result of such efforts. 
The first substantial impetus was the per- 
sistent and significant effort to raise the stand- 
ards of the medical 





there exist such close in- 
ter-relationship as exists 
between the profession of 
hospital administration 
and organized medicine as 
exemplified in the activ- 
ities of the American 
Medical Association and 
its affiliates, the state and 
county medical societies, 
as well as the American 
College of Surgeons and 
its state and regional 
meetings. 

The hospitals, regulated 
and managed by members 
of the American Hospital 
Association — as well as 





This authority advo- 
cates a national coordi- 
nating agency to help 
Hospital Administration 
and Organized Medi- 
cine solve their com- 
mon problems. Such 
combined effort would 
aid legislatively, re- 
duce duplication of ef- 
fort and result in great- 
er efficiency and good 
will, he feels. 


schools of the country. It 
was the A.M.A. which 
originated the movement 
of creating, first, the re- 
quirement of a prepara- 
tory education as a pre- 
requisite to the study of 
medicine, at the same time 
eliminating entirely the 
vogue of private, or ap- 
prentice, teaching of med- 
icine prior to the issuance 
of a medical degree. Sec- 
ondly, it was this group 
which created the require- 
ment of a uniform stand- 
atd of qualifications for 
candidates for medical de- 








the American College of 

Hospital Administrators — are the daily field 
of activity of organized medicine, and their 
progress is closely knit with its endeavors. 

We shall attempt a modest approach to the 
subject of the relationship of hospital admin- 
istration to organized medicine in an evalua- 
tion of some of its implications. 

Hospital Administration may be defined as 
the art and science of coordinating all the es- 
sential factors for the institutional practice of 
medicine and surgery in the interests of the 
community. 

The beginning of hospital administration as 
we understand it today was the outgrowth of 
the efforts of the American Medical Associa- 
tion, in its earliest history. The encourage- 





*From paper read at A. C. of S. Conference, Oct. 
21-25. 
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grees. It took years of 
effort on the part of the American Medical As- 
sociation at its national conventions, and of 
many of its standing committees, to develop the 
curricula of such medical schools to the point 
where a course that took only sixteen weeks to 
complete was developed to a uniform one of 
between four and five years, throughout the 
various states. 

Emphasis on the importance of internship as 
fundamental training for the practice of medi- 
cine was another effort of the A.M.A. and the 
American College of Surgeons which took 
many, many years to bring to fruition. The 
enhancement of the requirements, educational 
and otherwise, of the institutions where such 
internships were recognized, and the system of 
periodic surveys of the hospitals through which 
these standards were raised and maintained, 
was another achievement, the credit for which 
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must be laid at the door of both groups. 

From its very inception almost a century ago, 
the A.M.A. has endeavored to bring to the 
consciousness of hospital trustees a realization 
of the duty of hospitals to open their wards to 
the purposes of clinical instruction. It has 
brought about and persistently disseminated 
the axiom that every system of medical in- 
struction should rest upon the foundation of 
practical demonstration and clinical teaching 
— a system that definitely revolutionized the 
life of our hospitals. It has also become 
axiomatic for medical colleges to gain access 
for their students to the wards of hospitals. 
This practice is now mutually welcomed 
throughout the States. 

The intern of today carries a great deal 
more responsibility for the care of the patient 
than did the intern of a decade ago, and this 
is distinctly due to the Council on Medical 
Education and Hospitals. By a system of ap- 
proved internships, and later residencies, the 
American College of Surgeons and the Amer- 
ican Medical Association, in collaboration with 
specialty boards, have created and consistently 
raised the standards of such internships and 
residencies as preliminary to the practice of 
specialties. Furthermore, as a result of the 
decision of the A.M.A. House of Delegates in 
1933, official recognition was given to the 
certifying boards for specialties, and the stand- 
ard of residencies was again raised to a higher 
level. 

Another important step was the creation of 
the National Board of Medical Examiners. 
This vast organized effort to eliminate existing 
boundaries among the states was highly suc- 
cessful. It brought a good measure of unity 
into the methods of appraisal by the examin- 
ing boards of the various states, of the profes- 
sional qualifications of new medical graduates. 
This again has raised the concept of the im- 
portance of interns and residents in our hos- 
pitals. It has improved our educational pro- 
gram and has definitely added to the scientific 
care of the sick in our institutions. 


Some Further Contributions 

It was the American College of Surgeons 
and the American Medical Association who 
have persistently and successfully advocated the 
doctrine that no political or social considera- 
tions should influence the appointment of phy- 
sicians and surgeons to positions on hospital 
staffs. At the same time, they continued to 
stimulate the profession, nationally and 
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through the activities of its state branches, to 
lively intellectual activity. They have encour- 
aged scientific inquiry and collaboration with 
scientific bodies in the matters of clinical lab- 
oratory service, anesthesia, occupational therapy, 
medical social service and nursing service, — 
in and out of our hospitals. 

Hospital administration has endeavored to 
keep pace with organized medicine in this 
progress for betterment. Through the activ- 
ities of our respective organizations we never 
pause in our studies. We are constantly meet- 
ing to acquire new knowledge and to correlate 
old knowledge with new experience. 

It is difficult to determine the great and ab- 
solute value of the standardization program of 
the American College of Surgeons. It is ob- 
vious however, that the entire complexion of 
our hospitals would have been different if it 
were not for the essentials of this program. 


For Instance 

Visualize our hospitals without organized 
medical staffs, whose background and qualifica- 
tions have met certain set standards. Imagine 
our institutions without regular and periodic 
reviews and analyses of their clinical experi- 
ences in the various departments. Picture the 
state of affairs in our institutions, without their 
complete and accurate medical records for all 
patients, their histories, their physical examina- 
tions and various other findings. Then im- 
agine how they would do their work without 
competent supervision over their diagnostic 
and therapeutic facilities and without definite 
minimum requirements as to such facilities. 

The most recent steps in this direction are 
too obvious to require elucidation. The sys- 
tem of approved residencies in surgery and its 
specialties, the minimum standards for ob- 
stetrical departments in hospitals, approved 
cancer clinics therapeutic and diagnostic, 
approved clinics or departments for traumatic 
surgery — all these speak eloquently for the 
catholicity of interests of the American Col- 
lege of Surgeons, as well as for its farsighted- 
ness so that medical practice may not lag be- 
hind medical science. 

Side by side with these developments that 
I have touched upon, and to an ever increasing 
degree, the American College of Surgeons has 
developed a special program that has had a 
remarkable influence upon our _ hospitals. 
Through its dynamic standardization program 
the A.C. of S. has been moving forward and 
upward. While the principles underlying these 
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standards are unchanged, their conception rises 
from year to year, and the hospitals have had 
to be on the alert to keep up with this rise. 

Considering the fact that at the end of the 
Nineteenth Century we had only a few hun- 
dred hospitals, whereas we now have almost 
seven thousand, the importance of these 
changes cannot be overestimated. The com- 
munities themselves may not realize the im- 
portance of these changes, but those responsible 
for the prevention of disease, promotion of 
health, and the medical education of the med- 
ical and surgical men and women upon whom 
private practice of medicine rests, are in a 
better position to objectively evaluate them. 
Continued development deserves much thought 
from our associations, — medical, surgical and 
administrative, for they are at the root of the 
marvelous development of all our advances in 
medicine and surgery. 


The Future Goals 


It should be our aim to strive for greater 
coordination on the part of organized medicine 
in its relation to hospitals. For example, at 
present there are two, and in some states three 
agencies evaluating hospital administration 
with relation to intern training, such as the 
A.M.A. Council on Medical Education and 
Hospitals, the American College of Surgeons, 
the Association of Medical Colleges, and in 
some states and cities, additional agencies. 
Each of these has its representative field men, 
who have their own points of view as to the 
objectives of medical training, the functions of 
an intern, and the attitude of the training staff 
with regard to the purposes of internship. 
These differences tend to confuse the hospital 
administrator and the hospital committees re- 
sponsible for the training of interns. This 
confusion could be eliminated by unification, 
through a joint committee whose objectives 
would of necessity be uniform, whose view- 
point could be clearly defined and so conveyed 
to hospital administration, and whose aims 
would therefore be more readily attainable 
with the aid of hospital administration. 

Such coordinating agency would be national 
in scope. Its decisions with regard to the 
joint problems of organized medicine and hos- 
pital administration would be elastic enough 
to apply to all hospitals throughout the coun- 
try. At present, for example, the regulations 
regarding autopsies are different in some sec- 
tions of the country from others; requirements 
for staff appointments are more stringent in 
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some states than they are in others. The 
American College of Surgeons does not dis- 
criminate between open and closed hospitals, 
yet its standards for these hospitals differ. A 
coordinated program would save time and 
energy and would result in wholesale accom- 
plishments for the benefit of organized medi- 
cine in all its ramifications, and hospital ad- 
ministration. 

As a corollary to such unification, it would 
be of great advantage if also the Jegislative 
efforts of organized medicine and hospital ad- 
ministration were made through joint channels. 
We have in our own Kings County Medical 
Society such a joint committee with the organ- 
ization of hospital administrators. At present 
the efforts of some outgrowths of organized 
medicine, whether it be the State or County 
medical society, or the Society of Pathologists, 
or of Anesthetists, are at times opposed by 
hospital administrators’ organizations. Not 
only could these conflicts and this friction be 
avoided, but a constructive program could be 
worked out for joint action in their legislative 
effort. 

It is obvious that every move of organized 
medicine will have its effect on hospital ad- 
ministration. ‘The two are bound by a dual 
goal: the one to continually raise the standards 
of the medical profession, and the other, to 
interpret and enforce these standards in its 
service to the community. 

fe 


New Association to Promote 
Hospital Service Plans 

A new national association for approved 
hospital service plans will attempt to (1) ex- 
tend their service, particularly among the low 
income groups (2) improve administrative ef- 
ficiency and (3) coordinate the interests of 
allied groups. 

Representatives of 49 of the 66 A.H.A. ap- 
proved plans met with the A.H.A. Commis- 
sion Nov. 9 and 10 in Chicago, to discuss or- 
ganization. 

A.H.A. trustees will continue to establish 
standards and to administer the approval pro- 
gram, and an elected commission will have 
full authority to deal with special problems 
affecting the plans and their interests. 

—— af 

St. Luke’s hospital in Tokio will be affected, 
we understand, by a recent movement afoot 
to eliminate foreign influence from Japanese 
affairs. 
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Vitamin A, . - - 10,000 U.S.P. units 
Vitamin D,. - - 1,000 U.S.P. units 
Vitamin C,. 500 International units 
(25 mg. ascorbic acid) 
Vitamin B), . - - 500 International units 
Vitamin Bo, . 2 «6 ss « « 200 gammas 
Vitamin B,, . . 200 gammas 
Nicotinamide, .20 milligrams 





No longer need the patient have the 
inconvenience and the expense of taking, sepa- 
rately, the fat-soluble vitamins—the vitamins of 
the B complex group and vitamin C. Now only 
one Unicap a day is necessary to fortify the Zz ¢ * 
average diet. A capsule taken regularly each CLezntttd 
morning soon becomes a part of daily routine. 
are available from your 


prescription druggist in 
min administration. packages of 24 and 100 


This results in simplicity and economy in vita- 
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What do YOU Say? 

1. What hospital is the first in the 
world to have separate chapels of wor- 
ship for the three major religious faiths? 

2. How many buildings will there be 
in the new American Red Cross-Harv- 
ard hospital to be set up in England to 
study wartime epidemics? 

3. In what institution has a pro- 
cedure recently been developed for deter- 
mining an individual’s pain sensitivity? 

4. What's the origin of the word 
“influenza?” 

5. Where was the largest industrial 
X-ray unit in the world recently ex- 


hibited? 





(See page 44) 








The Proposed Health Program 
for N. Y. C. 

A long-range medical program for New 
York City, which is tailored to fit the eight- 
point national health platform of the A.M.A. 
to New York City’s local medical needs was 
recently presented before the Medical Society 
of the County of New York. The program 
asks for: 

One responsible agency instead of several 
for planning and administering medical care 
to the medical indigent. 

Adequate appropriations from the city for 
prevention of disease and care of the sick. 

Provision of a coordinating council to plan 
a united health program for the five boroughs. 

Establishment of a permanent health coun- 
cil in which medical as well as interested lay 
groups will have full representation. 
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Establishment of a council on medical care 
for extending and improving hospital, out- 
patient and home medical care. 

Means for full utilization of beds in volun- 
tary hospitals now vacant, and encouragement 
by the county society of “honest experimenta- 
tion in new methods of medical care.” 

oo 

Needed: Hospitals for Arthritis Victims 

We urgently need publicly supported hos- 
pitals for arthritis victims, who need hospital 
care just as much as tuberculosis patients, 
Dr. Russel L. Haden, president of the Cleve- 
land Academy of Medicine, told the Amer- 
ican College of Physicians at the April 
meeting. 

A survey made in Massachusetts showed 
that rheumatoid arthritis occurs as frequently 
as cancer, heart disease and tuberculosis. 

ae 
Harvard Adds Course for Medical Secretaries 

Harvard university now has a new addi- 
tion to the curriculum in an extension course 
for medical secretaries. There are eight 
lectures covering such basic medical subjects 
as anatomy, physiology, pathology, pharma- 
cology, dietetics and nutrition. Dr. Robert 
M. Green, associate professor of applied 
anatomy at the medical school, is in charge. 

fe 
How About It? 

A secretary of health should be appointed 
to the president’s cabinet, says A.M.A. Presi- 
dent Dr. Nathan B. Van Etten. It’s a “serious 
indictment of American civilization,’ in his 
opinion, that the nation should have to draft 
3,000,000 men for a physically fit 2,000,000. 





It's easy to "keep an eye" on the 
Young Hopefuls at Marinette (Wis.) 
General hospital, for the sides of the 
basinets are specially constructed to 
allow the nurse full vision from every 
angle of the room. Lightweight 
transparent plastic is joined to a 
chromium plated tubular frame. A 
Marinette physician, Dr. J. W. Boren, 
worked with New York Designer Leo 
Jiranek in developing this model, and 
it's put out by the Lloyd Manufac- 
turing Co. 
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THROUGH THE WINTER MONTHS 


Added protection against the vitamin defi- 
ciencies that are likely to arise during the 
winter season may be obtained by prescrib- 


ing VI-PENTA PERLES or VI-PENTA DROPS. 


HOFFMANN-LA ROCHE, INC. + NUTLEY, N. J. 
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FOOD 


Oat Flour: Remote Control 

Nobody seems to know just why, but oat 
flour has a highly beneficial effect in keeping 
milk from losing its Vitamin C by oxidation. 
Beside the unfortunate vitamin loss, such oxi- 
dation imparts an oily flavor to dairy products. 

Strangely enough, the flour needn't actually 
contact the milk. It accomplishes its effect 
when the cardboard from which the milk con- 
tainers are made is passed through a 10% oat- 
flour bath. The bottles are then dipped in hot 
paraffin, sealing the flour in and away from 
the milk. 

Reported by C. D. Dahle and D. V. John- 
son, two dairy research workers at Pennsyl- 
vania State college, this method is further to 
be recommended as being a simple and inex- 
pensive measure. 


Diet and Broken Bones 

Chief Iconoclast Of The Month is Dr. Ed- 
ward L. Compere, of Chicago, who says pa- 
tients with broken bones should not be given 
extra doses of Vitamin D or calcium salts. 

Experimentally, in rats, broken bones knit 
fastest when the animals were on a good diet 
with very small amounts of added Vitamin D. 
When large amounts were added, the broken 
limbs did not heal so rapidly. Even on diets 
deficient in calcium, broken bones knit almost 
as rapidly as in rats on an adequate diet. 

One exception to this veto on calcium and 
Vitamin D in the presence of fractures was in 
infants. They seem to need the vitamin to 
protect against rickets. 


Note Re: Tomato Soup 

Since ascorbic acid is destroyed by heat and 
oxidation in alkaline media, it might be con- 
cluded that adding sodium bicarbonate to 
cream of tomato soup to prevent milk-curdling 
might also affect the vitamin content. 

Not so, found Wilhelmina M. Johnstone, 
research technician, department of pediatrics, 
U. of Toronto. In her experiment (Canadian 
Hospital, June) a soup was prepared using 
three cups of milk to three of tomato juice 
which had been obtained by sieving canned 
tomatoes, to which was added 14 teaspoon of 
sodium bicarbonate. After the mixture was 
brought to the beiling point, ascorbic acid in 
the ready-to-serve soup showed a loss of only 
about 9.4%. 
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The reason the loss was so small, she points 
out, is that the canned juice was originally 
quite acid (pH 4.0) and after the addition of 
the milk and soda, the mixture still remained 
acid (pH 6.0). 

Also, re: ascorbic acid content — no differ- 
ence was found in cans of tomato, orange and 
grapefruit juice which had been stored at room 
temperature, and their duplicates, which were 
exposed outdoors to the rigors of a long Win- 
nipeg winter. 


Nutrition At a Price 

It all sounds too good to be true, but a 
nutritional biochemist at the Massachusetts 
Institute of Technology has developed a pre- 
pared cereal base mixture which will supply all 
the nutritional requirements of a person at a 
cost of only $1.80 a year. 

There are two formulas in Dr. Robert S. 
Harris’ food program. One consists of skim 
milk powder, whole wheat meal, solvent soy 
bean meal and a concentrate of all the nec- 
essary vitamins except C. The other formulas 
blend oats, corn, wheat, skim milk and the 
same vitamin concentrates. 


Vitamin C in Tea 

A fresh and fragrant cup of tea is more than 
a “‘lift’” to the spirits — 7f. It might be a 
source of Vitamin C, provided the proper 
process is used in preparation. Tea leaves, 
fresh, are rich in the vitamin, but by the time 
black tea is ready for the drinking, all the 
vitamin content is lost. There’s a loss, too, in 
preparing green tea, but by proper control of 
the process, it can be minimized. 

The chief precaution, points out Food Indus- 
tries for September, is to make sure that the 
enzyme (ascorbic acid oxidase) which destroys 
the vitamin, is itself destroyed by a rapid but 
effective heat treatment early in preparation, ac- 
cording to this article. 


Allergy and X-Ray 

If a child has food allergy, it shows up, 
strange to say, on x-ray films at the metaphysis 
of the growing bones. The evidence is in the 
form of ‘‘scorings,’’ which are small transverse 
lines of increased density which indicate tem- 
porary cessation of growth. 

Drs. Milton B. and Stanley Cohen, Cleve- 
land, according to Modern Medicine for July, 
say they have never seen a child under six years 
of age with proven food allergy without such 
markings. 
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The Puritan Cylinder VALVE and Protec- 
tive VALVE SEAL are designed for 


Greater Sowice 


EASIER OPERATING MORE PROTECTION FOR. 
VALVE—made possible by a OUTLET—permitted by the 
*special seat material. Puritan valve seal. 

LESS GAS LEAKAGE—an  ‘*Developed after many years of 
advantage given by a *special experiment in Puritan’s Med- 
stem packing material. ical Gas Research Laboratories. 


Write for complete details, including Illustrated 
Booklet . . . “Puritan Gas Therapy Equipment.” 


PRICE REDUCTION NOW IN EFFECT 
Puritan MASK and BAG, complete, now........--....---- $7.00 


Widespread acceptance of this unit for effective and eco- 

nomic administration of therapeutic gases has made pos- 

sible production economies which are now passed along as 
savings to our customers. 

SEE YOUR PURITAN DEALER OR WRITE OUR NEAREST OFFICE 


PURITAN COMPRESSED GAS CORP. 


BALTIMORE CINCINNATI ST. PAUL 
BOSTON DETROIT ST. LOUIS 
CHICAGO KANSAS CITY NEW YORK 


“Puritan Maid” Gases and. Gas Therapy Equipment 
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HODGE PODGE 


By Harry Phibbs 


UT in the Black Hills of South Dakota 
there is an old fellow who prides him- 
self on the name “Potato Creek 

Johnnie.” He is a sun-shrivelled, pint-size 
old wolf with a long grey beard, plaited hair, 
gimlet eyes and the idea that he is the happiest 
man in the world. He has spent all his life 
since little breeches prospecting for gold, the 
undauntable treasure hunter. 

Every morning when he wakes up, he gets 
the thrill of feeling that this might be the day 
when his pick will cut into the big pay dirt, 
the vein from the mother lode, and every night 
when he goes to bed, he feels that while today 
was not the day, tomorrow might be. So he 
goes to sleep in high hopes. 

The Canadian poet, Service, tells that it 
isn’t the gold but the finding of it that gives 
the treasure hunter his thrill. When you con- 
sider it, all hobbies are by way of being treas- 
ure-hunting of a kind. The stamp collector 
seeking his rare issue, the book collector hop- 
ing for a precious edition, the camera-hound 
snapping for a prize picture, and so on. 

But the real top-flight, 24-carat treasure 
hunter is the lad who makes an avocation of 
hunting treasure, buried or sunken. How 
deep-seated in many human hearts is this itch, 
old Robert Louis Stevenson knew when he 
wrote his classic “Treasure Island.” Originally 
intended as a story for a boy, it is even more 
popular as a romance for grown-ups. Pieces 
of eight, and thirteen men on a dead man’s 
chest! 


History discloses that Captain Kidd was as 
honest a mariner as mariners went in his time, 
and that he was wrongfully hanged for a 
pirate, but the legend of Captain Kidd's treas- 
ure persists, and up in Nova Scotia, there's a 
deep hole in the rocks near the sea, and some 
fellows have spent years digging into it in the 
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belief that here is where Kidd cached his loot. 
But every time they get so deep, the sea water 
rushes in, or the sides of the hole crumple, 
which is just about the way hidden treasure be- 
haves. 

The great state of Texas is full of spots 
where the old Spaniards are supposed to have 
buried treasure to prevent it from being cap- 
tured by Indians. The old Spaniards were 
notorious manhandlers of the truth, and de- 
scribed such figments of the overstrained im- 
agination as the Seven Golden Cities of Cibola, 
but the treasure legends persist. 

I know one hard-boiled Texan who will 
swear on a stack of Bibles that there is a spot 
on his ranch where the old Comanche trail 
crossed, and there are three cottonwood trees 
in a triangle — and there’s the spot! It nearly 
ruined a good friend of mine. He was a per- 
fectly sane, normal business man, but the spot 
between the cottonwoods put the treasure-hunt- 
ing maggot in his brain. With the aid of the 
Texan, some colored spademen and a couple 
of cases of dynamite, they practically blew that 
part of the Sovereign State of Texas off the 
map. But some incantation of the old Indian 
medicine men or just the pure cussedness of 
buried treasure kept the chests of doubloons 
from being discovered. 

Then my treasure-hunting friend hitched up 
with another worthy whose hobby is deep-sea 
diving, and the two of them left the realms of 
respectability to look on the bottom of the blue 
Caribbean sea for a sunken Spanish galleon. 
After prowling among the octopi and sharks 
and coral, they came upon a wreck. Loads of 
excitement, the big thrill! Here it was, the 
bones of the old ship so deeply encrusted in 
coral growth that they had to dynamite it 
apart, but again the hidden treasure eluded the 
grasp, for they found the name of the ship on 
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—in four sizes, this new 


ACE BANDAGE No. 10 
—with ADHESIVE 


The new ACE No. 10 is coated with 
a uniform adhesive mass, upon the 
familiar all-cotton elastic fabric. Its 
features are: smoother, more 

2°h" uniform coating; reduction 
of skin irritation; per- 
sistent elasticity; and 
3” packing such as to 

assure long life. 

















Fields of Use 


Varicose veins, edema, phlebitis, 
sprains, abrasions, thoracic strap- 
ping, impetigo, postoperative treat- 
ment, hematoma, bed sores, con- 
formance dressing, umbilical her- 
nia, furunculosis, epididymitis, 
acne, burns, scalds, flexible protec- 
tion of joints, and many others. 


B-D PRODUCTS 
Made for the Profession 


BECTON, DICKINSON & Co. 
RUTHERFORD, N. J. 
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the anchor. It was an American boat that had 
been lost in the Civil War period. 

But such little disappointments do not daunt 
the true treasure hunter, and my friend is after 
something good, on an island. The treasure 
is in a cave. The entrance to the cave was 
overgrown with tropic growth and rock and 
rubble. So they dynamited it, but there must 
have been a too-enthusiastic blast, for the 
whole cave fell in, so now they are having a 
lot of fun digging a hole, and don’t you wish 
that you were living down there in a camp on 
the shore of a semi-tropic island, and that 
every day you had the thrill of thinking that 
this might be the day, and if not, so what! 

A funnier experience of treasure hunting 
happened to the deep-sea diving lad. He got 
on the trail of a treasure that had been sunk off 
the New England coast. During prohibition 
times, a coast guard boat sank a rum runner 
full of whiskey. Someone kept a bearing, and 
the boys chartered a boat, loaded their diving 
rig and went treasure hunting. 

With a rough sea running, they located the 
wreck, the diver went down, pried open the 
hatches, and there was the whiskey. Cases and 
cases of it. They sent him down some tackle, 
and the Scotch came topside, but when they 
opened a case, the bottles were full of sea 
water, for the corks had rotted. Again the 
sunken treasure had slipped out of the hunter’s 
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grasp. Or there’s many a slip ‘twixt the bottle 
and the lip. Or the treasure is where you find 
it . . if you do. 

And if you know of some treasure to hunt, 
and keep on hunting it all your life, you'll live 
happy, though you may die poor. 

~~ fe 


A. M. A. and A. C. of S. Cooperate 
on Hospital Census 

The A.M.A. Council on Medical Education 
and Hospitals is collaborating with the A.C. 
of S. this year in the annual census of reg- 
istered hospitals. Returns, says the A.M.A. 
Journal, are coming in with gratifying prompt- 
ness, and over 50% were received within ten 
working days after mailing. 

The combined census is one feature of a 
general movement for increased cooperation 
between the two groups, another phase of 
which will be coordination of hospital inspec- 
tion to avoid duplication and to extend in- 
spection service for hospitals. 

oo fe 
Minnesota Holds Hospital Institute 

From Jan. 27 to Feb. 1, Minnesota is hold- 
ing its fifth annual institute for hospital ad- 
ministrators. The sponsors are the state uni- 
versity, in cooperation with the Minnesota Hos- 
pital association and the American College of 
Hospital Administrators, at the Center for Con- 
tinuation Study of the university. 


i The real top- 
flight treasure 
hunter is the lad 
who makes an 
avocation of 
hunting it, bur- 
ied or sunken. 
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PLASMA FOR EMERGENCIES 
— NO TYPING NECESSARY 
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PLASMA 


PREPARED by BAXTER TECHNIQUE 


@ It will cost your hospital only $2.05* to make 250cc 
of plasma from fresh or stored blood, by the simple, 
safe, and completely closed Baxter vacuum technique. 
Blood is drawn from donor into a Baxter 
Centri-Vac for sedimentation or cen- 
trifugation. It is then aspirated into a 
Baxter Plasma-Vac, where it remains for 


dispensing, storage or transportation. 


*Labor not included. 


Write for complete details —Booklet “PSA”? 





Products of 
BAXTER LABORATORIES 
Glenview, Ill; College Point, N.Y., Glendale, Cal.; Toronto, Canada; London, waccgee 
Produced and distributed in the 
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THEY SAY THAT: 


Many administrators are inclined to be 
“penny wise and pound foolish” in the matter 
of referring accounts to reputable collection 
firms. It is hardly profitable or good business 
to hold an account until it has become six 
months past due, and can be expected to yield 
only 50%, according to the U. S. Bureau of 
eee then pay a 50% commission 
charge for its collection — all of which re- 
sults in a 75% loss on the account. 

It is not hard to determine within a period 
of 60 days after the patient has been released 
from the hospital whether or not you are going 
to encounter difficulty in collecting the account. 
If, in view of your knowledge of the circum- 
stances involved, you do not believe that it will 
be settled within a reasonable time, refer the 
case promptly to a recognized respectable 
agency or firm for collection. 


—Chicago Hospital Council Bulletin 


The romantic reverence for the old time 
practitioner, rich in qualities that made him 
the family adviser, confidant and friend, is 
fully justified. I am bold enough to claim, 
however, that there is in the making a young 
medical generation which, after a difficult 
and somewhat bewildering period, will be 
equally rich in these human qualities, but 
which, in addition, will be able to do more 
for the welfare of the patients than their 
predecessors. 

The young practitioner of the future will 
be willing to give himself, will understand 
the springs of human emotions and will be 
able to give as good care in the majority of 
medical diseases as the best specialists of 
today. This new practitioner once more will 
have the confidence and the respect of the 
entire community. 

—Soma Weiss, M. D. 
A. M. A. Journal 


Hospitals, as a general rule, are good finan- 
cial risks for not only the physical assets of 
the institution standing back of them, but 
for the faith, honesty, and good purpose 
of the people who operate them, which con- 
stitutes a moral security that is not paralleled 
in any line of business. 

Hospitals are permanent institutions 
owned, operated and supported by the peo- 
ple, whether these hospitals are the property 
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of religious orders, of churches, or of volun- 
tary organizations. If such a policy were 
established by the federal government, it 
would involve a comparatively small sum, 
and this sum would be put into active opera- 
tion for the social betterment of all our peo- 
le . . . for the maintenance of present high 

standards of hospitals. 
—Hospital Digest 


The hospital never takes a holiday. There 
is never a day nor an hour the year around 
when sick people are not being cared for in 
the hospital or when hospital facilities and 
personnel are not in readiness to care for new 
patients who may require this service at a 
moment’s notice because of sudden illness or 
accident. 

This 24-hour, every-day-in-the-year aspect 
of hospital service constitutes another of 
those intangibles which count big in the safe- 
guarding of human life, and which involve 
costs that can never be fully covered by in- 
come from patients. 

—Silver Linings 
Silver Cross hospital, Joliet, Ill. 


Perhaps the thing with which nurses must 
struggle most in preventing a prolongation 
of the patient’s illness — is in protecting the 
one who is ill from his own relatives and 
so-called friends. If a scheme could be de- 
vised whereby visitors could be sidetracked 
and sent to a movie or ball game, the stay 
of patients could be cut down markedly. The 
hospital, too, would need only a part of the 
nurses now necessary, and the total patient 
expense would thus be greatly lowered. 

—Our Chart 
Georgia Baptist Hospital 


Pennsylvania's New Cancer Foundation 

A new Foundation for the study of cancer 
treatment is being established at the University 
of Pennsylvania by the Penn Mutual Life 
Insurance Company, who will support it for a 
period of five years. 

The Foundation, under the immediate direc- 
tion of Dr. John S. Lockwood, will coordinate 
methods of diagnosis, and methods and results 
of treatment in such departments of the hos- 
pital as medicine, surgery, gynecology, ophthal- 
mology, otolaryngology, dermatology, gastro- 
enterology and radiology. It will thus facilitate 
a wider utilization of research upon which 
millions of dollars have been spent. 
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“LYSOL” SAVES HOSPITALS MONEY THIS WAY: 


“Lysol” usually goes more than twice 
as far, because its phenol coefficient is 5. 
(Most cresol compounds have a low 
phenol coefficient of 2 or less.) A cresol 
compound at 80¢ a gallon may seem 
cheaper. But a gallon of “Lysol” costing 
$1.25 will make 100 gallons of disinfect- 
ant solution of the proper germicidal 
strength for general disin- 

fecting purposes. $2.00 
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an actual cash saving of almost 40%. 


“Lysol” is not only more economical. 
itis amore efficient disinfectant for scrub- 
bing floors, woodwork, walls, tiling, ete. 


“Lysol’’ does not harm rubber gloves, 
sheets, pads, aprons, etc. For boiling 
instruments, “Lysol” solution helps pre- 
serve fine cutting edges. It also helps 
eliminate corrosion. 
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of solution (100 gallons) 
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Thus “Lysol” represents 


SAVE UP TO 40% A GALLON 


On 50-gallon contracts, deliv- 
ered as needed during a year, 
10 gallons at a time, “Lysol” 
costs you as little as $1.25 a 
gallon. A real saving. 


comparable strength. 
























HOW TO ORDER “LYSOL” IN BULK 
Order direct from Lehn & Fink Products Corporation 
or from the following authorized distributors: 


AMERICAN HOSPITAL SUPPLY CORP. JAMISON SEMPLE COMPANY 
1086 Merchandise Mart 419 Fourth Ave., New York 


Chicago, Ill. STONE HALL CO. 
1738 Wynkoop St., Denver, Col. 


STRIEBY & BARTON, LTD. 
912 4% E. Third St., Los Angeles, Calif. 


ECKHARDT PHYSICIANS & SURGEONS 
SUPPLY COMPANY 
Littlefield Building, Austin, Tex. 








SURGICAL SELLING COMPANY 


139 Forrest Avenue, N. 
Atlanta, Ga. 


E. 


Address inquiries regarding orders, 
shipments, etc., to any of the fore- 
going distributors or direct to 


LEHN & FINK PRODUCTS CORP. 
Hosp. Dept. H.T.B.-I41 
Bloomfield, N. J., U.S. A. 
Copr., 1941, by Lehn & Fink Products Corp. 
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PRESCRIPTION PAD 


Notes on new pharmaceuticals, new drugs, new 
methods. A page for the hospital pharmacist. 


Prevention of Whooping Cough 

In order to provide a three-injection per- 
tussis vaccine of low bulk, Cutter Labora- 
tories have further concentrated their al- 
ready popular vaccine, and now announce a 
product which contains 40 billion organisms 
per cc. instead of the usual 20 billion. The 
amount of material injected is thereby de- 
creased so that even with the high prophy- 
lactic dosages now being recommended the 
total quantity of fluid injected is low. The 
new product is available under the name 
“Pertussis Vaccine — Phase I — Super-Con- 
centrate”, in 214 cc., 10 cc. and 25 cc. vials. 

According to the new schedule of dosages, 
injections for children under 3 years of age 
are 0.5 cc., 1.0 cc. and 1.0 cc., respectively, 
with yearly injections of 1.0 cc. recommended 
for maintaining prophylaxis. For older chil- 
dren, the third dose is 1.5 cc., otherwise 
the dosages are the same. 

af 
Emergency Stimulant 

Nikethamide (Abbott) is a synthetic stimu- 
lant, pyridine-beta-carboxylic acid diethylamide, 
which acts on the cerebrum and on the vaso- 
motor and respiratory centers of the medulla 
to produce an analeptic, vasopressor and re- 
spiratory stimulant effect. 

It is used as a temporary stimulant to raise 
the blood pressure, increase respiration and re- 
store consciousness in patients who are moder- 
ately depressed as a result of toxemia from 
serious illness, basal anesthesia of certain types 
or asphyxia caused by inert gases or carbon 
monoxide. In cases with depressed respiration 
especially, Nikethamide is valuable because of 
the promptness of its action. It acts more quick- 
ly than picrotoxin and is therefore of value in 
acute emergencies. 

In the emergency treatment of cases of car- 
bon monoxide poisoning, Nikethamide injected 
intravenously may prove a valuable supple- 
ment. The same treatment may be applied in 
efforts to resuscitate drowned persons. 

The dosage is an individual problem to be 
determined in each case. Burstein and Roven- 
stine advocate an initial dose of 5 cc. (1.25 
Gm.) for adults, since smaller initial doses 
rarely produce any effect. This dose may be 
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repeated if needed at five-to-ten minute inter- 
vals. Up to 25 cc. (6.25 Gm.) have been 
given without untoward effects. The length of 
time over which such stimulation may be kept 
up is generally short, and should be determined 
for the individual case by application of the 
pharmacological principles given previously. 

In the treatment of non-cardiac circulatory 
failure such as sometimes occurs in infectious 
diseases such as influenza, pneumonia and 
diphtheria, 114 cc. (0.375 Gm.) intramus- 
cularly or intravenously may be given as an 
emergency treatment and repeated at short in- 
tervals as needed. 

Nikethamide is supplied as a 25% solution 
in ampoules of 114 cc. and 5 cc. The am- 
poules are obtainable in boxes of 6 and 25. 

a te 


Cold Disinfection of Instruments 


Pentacresol Instrument Sterilizing Solution 
(Upjohn) is especially prepared for the cold 
sterilization of surgical instruments. The bac- 
tericide, Pentacresol, present in 1 to 500 dilu- 
tion, is capable of killing a wide variety of 
pathogenic bacteria. 

Also it has been demonstrated that surgical 
instruments, contaminated with exudates, 
body secretions, blood and feces, immersed in 
Pentacresol Instrument Sterilizing Solution 
for 10 to 15 minutes, are rendered sterile. 
Metal instruments immersed for several days 
in the solution are neither corroded nor 
rusted, nor are they covered with a residue. 
Instruments made of plastic material likewise 
show no deleterious effects. 

Water Dilution 

Naturally, as the solution is used, it will 
gradually become diluted by the water from 
the wet instruments, and will have to be 
changed even though care is taken not to 
contaminate it with organic matter. It is well 
to keep in mind that Pentacresol Instrument 
Sterilizing Solution remains clear up to a 
dilution of two parts of the solution to one 
part of water, but beyond this, the solution 
becomes opalescent. Although the bactericid- 
al power of Pentacresol Instrument Sterilizing 
Solution is retained at greater dilutions than 
this, it is advisable to renew the solution 
when this opalescence develops. 
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Petrolagar’®.. x the 
Trealment of Constipation 


@ Petrolagar Plain, is a bland emulsion of high grade 
mineral oil. It helps to soften the feces and promotes 
the formation of an easily passed stool. 

Petrolagar Plain helps maintain regular bowel 
movement without the use of harsh laxatives. 


Suggested dosage: 


Adults—Tablespoonful morning and night as required 
Children—Teaspoonful once or twice daily as required 





*Petrolagar— The trademark of Petrolagar Laboratories, Inc., 
brand emulsion of mineral oil... Liquid petrolatum 65 cc. 
emulsified with 0.4 gm.agar in menstruum to make 100 cc, 








Petrolagar Laboratories, Inc. ¢ 8134 McCormick Boulevard ¢ Chicago, Illinois 
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«« CLINICAL NOTES » » 


Each month this department will contain highlights from original sources 
or from current medical literature of special interest to hospital people — 


Superintendents—Interns—Nurses. 


By J. F. Fleming, M.D. 


Digestive Enzyme Used in 
Treating Wounds 

The débris present in a wound is often the 
greatest barrier against healing. Necrotic tis- 
sue, being dead, is an ideal culture medium for 
pathogenic organisms. 

A quick-acting proteolytic agent is needed 
to facilitate the lysis of necrotic tissue and 
other débris, and thereby aid healing. 

Glasser, of New York, reports on the use of 
a proteolytic compound which does not in- 
hibit normal physiologic cleansing action, pro- 
motes granulation, and does not attack normal 
tissue. It contains the enzyme papain, to- 
gether with the reducing agent triethanolamine. 

In a series of 58 cases, the author observed 
that in no case did the mixture fail to remove 
slough. Coincident with this result was the 
deodorizing action in foul-smelling wounds. 
Rapid epithelization was evidenced. 

—_—_+>—__—_ 


Acne Called a Glandular 
Deficiency 

Due to the age at which acne is most 
prevalent, it has long been believed that this 
condition is due to a disturbance of function 
in one or more of the endocrines. No one 
as yet has been able to lay a finger on the 
particular gland responsible for acne. 

Richard L. Sutton, Jr., at a meeting of the 
Southern Medical association, proposed the 
theory that acne is due to a failure of the 
bodily chemical economy to manage oils suc- 
cessfully, and is, therefore, somewhat similar 
to diabetes. He believes that the thyroid is 
the endocrine organ involved. By giving a 
low-fat diet, plus thyroid extract in resistant 
cases, he has been successful in treating more 
than 400 cases. 

— —e—_—__ 
Bacteria and Bullets 

Bacteria have been more deadly than bullets 
in killing soldiers, so the army medical corps 
has put underway the greatest health program 
in its history to protect American’s emergency 
army against disease, says Colonel James S. 
Simmons. 

A new yellow fever vaccine developed by 
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the Rockefeller institute is ready now, and 
would be given to any troops sent to the 
tropics. Other steps contemplated are the use 
of anti-cholera and anti-typhus vaccines, and 
studies are being made on the possible general 
use of a new tetanus toxoid which protects 
against gas gangrene infection. 
te 


Nasal Secretion Resists Flu Virus 

Evidence is presented by three Australian 
workers that the nasal mucous membranes may 
hold the secret of influenza resistance. 

Burnet, Lush and Jackson, of Melbourne, 
observed that a chemically purified secretion of 
the normal human nose inactivated all available 
types of influenza organism. 

The same secretion also presented evidence 
of activity against the virus of infantile paraly- 
sis. It is still a question as to the exact nature 
of the virus-resistant substance, but present in- 
dications are that it is an enzyme which changes 
the chemical composition of the viruses. 

fe 


Magnified Operative Field 

A new type of binocular loupe for mag- 
nification during operative procedures has 
been described by MacCollum in the Amer- 
ican Journal of Surgery, September, 1940. It 
differs from the old fashioned loupe in that 
it has larger Jenses and it may be sterilized. 
It was designed particularly for use in plastic 
surgery in which it is often desirable to 


change from normal vision to magnification. 
ef 


A New Book 
Textbook of Surgical Nursing 
By Henry S. Brookes, Jr., M.D. and 
Pearl Castile, R.N., A.B., M.A. 
Published by The C. V. Mosby Co., St. Louis, 1940, 
663 pages, $3.50. 

Many or those engaged in the teaching of 
surgical procedures to nurses are well ac- 
quainted with the first edition of this book. 

The same general trend is carried through- 
out this edition, namely, the teaching of co- 
operation between the nurse and the surgeon 
before, during and after an operation. Some 
new subjects have been added, and newer 
methods incorporated. 
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««PERSONALS»» 


Bacon, Asa S.—Retired as supt. of Presby- 
terian hospital on Jan. 1, after more than 40 
years of service. He will reside at his country 
home in Michigan. (See Lutes). 

Boyle, Ellen H.—Appointed to succeed 
Mrs. Marjorie Spear Howland as supt. of 
Windsor (Vt.) hospital. 

Classon, Bernice—Resigned as supt. of Ry- 
burn Memorial hospital, Ottawa, Ill. (See 
McCrary). 

Crebbin, Dr. John T.—Elected supt. of the 
New Orleans (La.) Eye, Ear, Nose and 
Throat hospital. 

Crew, Dr. E. R.—Resigned as supt. of 
Miami Valley hospital, Dayton, O., which he 
has served for the past 28 years. The resig- 
nation becomes effective when his successor 
is selected. He will remain as consultant and 
adviser to the board of trustees. 

Decker, E. Hampton—Appointed supt. of 
Prospect Heights hospital, Brooklyn, N. Y. 
Herbert N. Morford is administrator. 

Demuth, Dr. Edwin L.—Appointed new 
assistant director of Montefiore hospital for 
chronic diseases, New York City. 

Donaldson, Dr. F. A.—Resigned as as- 
sistant supt. of Mississippi State hospital, 
Whitefield, to take over duties at East Loui- 
siana State hospital, Jackson, La. (See Speck). 

Emerick, Mrs. Christine E.—Resigned as 
head of Brookville (Pa.) hospital, following 
her marriage to Mr. B. V. Barger. 

Farley, Sister—Named superior of St. Vin- 
cent’s hospital, Toledo, O., after 21 years of 
work as secretary-treasurer of the institution. 
She succeeds Sister Papineau. 

Foss, Berger E—A ppointed supt. of 
Knickerbocker hospital, New York City. He 
is a former assistant supt. of Norwegian 
Lutheran Deaconesses’ home and _ hospital, 
Brooklyn, N. Y. 

Godwin, Dr. Grover C.—Named director 
of Roanoke (Va.) City Tubercular sanato- 
rium to succeed Dr. John E. K. Flannagan, 
resigned. 

Haynes, Mrs. Gertrude T.—Appointed 
new supt. of Community hospital, Jersey 
Shore, Pa., succeeding Geraldine W. Lans- 
berry. 

Hughes, Dr. Samuel E.—Medical director 
of Hilltop sanatorium, Danville, Va., for 
many years, resigned. 
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Jones, Dr. E. F.—Appointed acting supt. 
of Richmond (Ind.) State hospital. (See 
Schillinger). 

Lutes, J. Dewey—Supt. of Ravenswood 
hospital, Chicago, Ill., for the past nine and 
one-half years, has been selected head of 
Presbyterian hospital, Chicago, Ill. (See 
Bacon). 

McCrary, Mrs. Loretta—Appointed supt. 
of Ryburn Memorial hospital, Ottawa, Ill. 
She was for nine years supt. of St. Elizabeth's 
hospital, Danville. (See Classon). 

Nye, Russell C.—Associate hospital con- 
sultant of the Kellogg Foundation in New 
York City named assistant supt. of the city- 
county hospital system in Dallas, Tex., and 
administrative aide to Dr. E. M. Dunstan, supt. 

Quennell, Dr. Willard L—A p pointed 
medical director of Norfolk (Va.) General 
hospital, to succeed Dr. Arthur H. Perkins, 
resigned. 

Ransom, John—Assistant director of Johns 
Hopkins hospital, Baltimore, Md., resigned 
to become executive secretary of the Hospital 
Council of Greater New York. 

Reep, Lucina—Appointed supt. of Wabash 
(Ind.) County hospital, effeciive Jan. 1, 1940, 
going to her new position from the superin- 
tendency of James W. Sheldon Memorial 
hospital, Albion, Mich. 

Rita, Sister M.—Succeeds Sister Alice Eliz- 
abeth as supt. of Pittsburgh (Pa.) hospital. 

Spargo, Beatrice C.—Resigned as supt. of 
Troy (N. Y.) Samaritan hospital. 

Speck, Dr. C. M.—Appointed assistant 
supt. of the Mississippi State hospital, White- 
field, (See Donaldson). 

Vadakin, Charles E—Named supt. of Fair- 
mont (W. Va.) General hospital, to succeed 
Marie Robertson. He is a former head of 
Doctors hospital, Washington, D. C. 

Wilson, Dr. Lucius—Resigned as supt. of 
John Sealy hospital, Galveston, Tex., to be- 
come supt. of Hospital of the Protestant 
Episcopal Church, Philadelphia, Pa. 

Wood, Dr. Neal N.—Elected supt. of Min- 
neapolis (Minn.) General hospital. He was 
for 13 years supt. of Los Angeles (Calif.) 
County hospital, and was recently in private 
medical practice at Lovington, IIl. 


Deaths 
Aughinbaugh, Dr. William Edmund—Phy- 
sician, author, educator, lawyer and explorer, 
died Dec. 18, after an illness of several weeks 
at his home in New York City. Author of 
the recent autobiography, “I Swear By Ap- 
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ollo,’” and known also for his work among 
lepers and studies of the bubonic plague. 
Aged 69. 

List, Dr. Walter E.—Head of Jewish hos- 
pital, Cincinnati, O., since 1930, died Oct. 
26 of a heart ailment. Aged 54 years. 

Schillinger, Dr. Richard—Supt. of Rich- 
mond (Ind.) State hospital, died Nov. 21. 


“NEWS NOTES 


Milledgeville, Ga—The vastly expanded 
state hospital for the insane, into which state 
and federal governments have put about $7,- 
000,000, was dedicated Dec. 6. 

New Hampton, Ia.—The Chickasaw county 
board of supervisors has purchased a 12-room 
brick house, to be used as a county convalescent 
home. It will have a nurse in charge and will 
include equipment sufficient to make alcoholic 
tests on automobile drivers who are involved 
in accidents. 

South Amboy, N. J.—Recent opening of a 
$2,000 addition to South Amboy hospital will 
provide space for installation of at least seven 
more beds, bringing the capacity of the in- 
stitution up to 45 beds. The institution has 
been overcrowded for some time, and frequent- 
ly it has been necessary to send emergency 
cases to other hospitals. 

Buffalo, N. Y.—A new three-story wing 
equipped with the most modern facilities for 
the care and treatment of cancer has been 
erected at the State Institute for the Study of 
Malignant Disease. Two floors have already 
been opened, and it is expected that the third 
will be ready for occupancy in the near future. 
In addition to providing beds for 78 patients, 
it will house the office of the director, the staff 
and business offices and the examination and 
treatment rooms of the x-ray and radium de- 
partments. 

Rochester, N. Y.—Highland hospital has 
completed a $25,000 addition, the gift of Miss 
Louise A. Hall. 

Troy, N. Y.—St. Joseph’s Maternity hospital 
has opened a new prenatal and well-baby clinic, 
established with the cooperation of the Catholic 
charities. It will be operated in cooperation 
with the city and county welfare departments, 
and quarters include examination and dressing 
rooms, a waiting room and several interview 
rooms for the use of the physicians and social 
workers. 

White Plains, N. Y.—The William Henry 
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‘Hall memorial, the new $125,000 boys’ di- 
vision of the St. Agnes hospital, was opened 
on North street Dec. 15. The new unit will 
accommodate 48 boys and is equipped with a 
brace shop for repairs and adjustments. 

Oil City, Pa.—Oil City General hospital on 
Oct. 30 held formal opening of its new lab- 
oratory, a memorial to Dr. A. W. Goodwin. 

Durham, S. C.—Duke university school of 
medicine and Duke hospital celebrated its 10th 
anniversary on Nov. 29 by dedicating a new 
five-story 200-room wing which provides 113 
new beds and 80 additional offices and examin- 
ing rooms. The new department of psychiatry, 
having 18 beds in wards, was also dedicated. 

Spokane, Wash.—The Shadle wing depart- 
ment of special medicine at St. Luke’s hospital, 
constructed at a cost of $100,000, without 
equipment, was to be open for patients early 
in December. The new addition, which will 
accommodate 70 patients, was opened early 
in December. 

Construction 

Atlanta, Ga.—Contract for the new $75,000 
Jesse Parker Williams Memorial hospital was 
awarded Nov. 18. Under the terms of Mrs. 
Williams’ will, the hospital is to be devoted 
exclusively to women and children patients. 
It will be operated as a complete institution in 
itself, but certain services will be rendered by 
the Crawford W. Long hospital. 

Cartersville, Ga—Contract has been let by 
Dr. Sam Howell and Dr. William Quillian for 
erection of a modern hospital to cost $25,000 
and provide 15 beds. 

Macon, Ga.—Plans for Macon hospital call 
for construction of 26 additional private rooms. 

Winfield, Il1l—Ground was broken the last 
week in November for a new ultra modern 
sanitarium and two auxiliary buildings, a staff 
edifice and a spacious structure for women. 

New Castle, Ind.—The Henry County coun- 
cil has approved a $95,000 bond issue to fi- 
nance the construction of a 44-room addition 
to Henry County hospital. 

Bay City, Mich.—Possibility of city and 
county some day cooperating in construction 
and maintenance of a new contagious unit to 
Bay City General hospital was discussed re- 
cently. For the present, the old contagious 
unit will continue with the city spending about 
$2,500 to repair it. 

Watervliet, Mich—The former Carmody 
house has been remodeled, and will be op- 
erated as a hospital and convalescent home by 
Mrs. Mary Canell. 
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Kansas City, Mo.—Modernization of Kan- 
sas City General hospital is underway. 

Omaha, Neb.—Work is to begin soon on 
construction of the new south wing at Lutheran 
hospital, to be completed at a cost of $35,000. 

Brooklyn, N. Y.—Methodist hospital is to 
build an eight-story addition beside its present 
structure, at a cost of $950,000. 

Dunkirk, N. Y.—Enlargement of the Brooks 
Memorial hospital is planned. As tentatively 
outlined, the new $150,000 ‘section is to con- 
tain 50 beds and all operating rooms, emer- 
gency and specialized services, dining room, 
kitchen and administration offices. 

Far Rockaway, N. Y.—Another story is be- 
ing added to the new maternity wing of St. 
Joseph hospital. 

New York, N. Y.—Plans for a new city 
cancer hospital were advanced in December, 
when the board of estimates referred an agree- 
ment between the city, Columbia university 
and Presbyterian hospital to the City Planning 
Commission for a report. Under the agree- 
ment, the university trustees and the hospital 
would convey the two-and-a-half-acre site, 
valued at $750,000, to the city without charge. 
The city is required to build, equip and main- 
tain the hospital. 

New York, N. Y.—St. Clare’s hospital has 
started construction work on a six-story annex 
on adjoining property on West Fifty-Second 
street which, upon completion, will extend to 
300 beds the institution’s hospital service in the 
midtown section of the West Side. 

Oneida, N. Y.—A new nurses’ home at 
Oneida City hospital is under consideration. 

Penn Yan, N. Y.—The board of managers 
of Soldiers and Sailors Memorial hospital of 
Yates county has approved plans for enclosing 
the porches on the south side of the building, 
thereby creating six new ward beds to take care 
of the constantly increasing demand. 

Stapleton, N. Y.—The new addition to the 
U. S. Marine hospital increases capacity from 
350 to 1,000 beds. 

Valhalla, N. Y—The WPA has granted 
$40,000 for improvement of buildings at 
Grasslands hospital. 

Yonkers, N. Y.—A four-story fireproof 
nurses’ school is being planned by St. John’s 
Riverside hospital. 

Celina, O.—The new addition at Gibbons 
hospital is rapidly nearing completion. It pro- 
vides a laundry, up-to-date complete laboratory 
and x-ray system. The first and second floors 
contain 12 new rooms. 
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Cleveland, O.—Lutheran hospital will build 
a $200,000 addition to its building to increase 
facilities 60%. The addition will be the sec- 
ond expansion in recent years. A $175,000 
nurses’ home was completed two years ago. 

Eugene, Ore.—Officials of the Sacred Heart 
General hospital have announced preliminary 
plans for early construction of a new $100,000 
addition. The six-story structure will provide 
space for 90 beds, practically doubling present 
accommodations. 

Dallas, Tex.—Construction has been started 
on a new library wing at St. Paul’s hospital 
which will contain over 3,000 medical books. 
The structure was donated to the hospital by 
one of its staff members, Dr. S. M. Hill, of 
the Samuell clinic. 

San Antonio, Tex.—Final approval of an 
expenditure of $8,429 by the WPA for im- 
provements at Robert B. Green Memorial hos- 
pital was given recently. The sum will be 
matched by $9,920 supplied by the county. 

American Fork, Utah—Facilities of Amer- 
ican Fork Community hospital are soon to be 
increased from 22 to 24 patients. 


Miscellaneous 

Evanston, Il!1—Community hospital cele- 
brated its tenth anniversary at a tea Dec. 8. 

Grand Rapids, Mich—Kent county's health 
committee is considering a recommendation 
that the county government operate City Gen- 
eral hospital, as well as Sunshine sanatorium, 
another city-owned institution. 

Ludington, Mich.—Paulina Stearns hospital 
has been purchased, and will be razed. The 
building was given in 1907 by Mr. Stearns for 
use as a public hospital in memory of his de- 
ceased wife, Paulina. 

Jamaica, N. Y.—The Triboro hospital for 
the tubercular is to begin receiving patients 
Jan. 1, with the maximum of 557 expected by 
July 1. 

New York, N. Y.—The old Kew Gardens 
Inn ceased Jan. 1 to function as a hostelry, and 
is now the Kew Gardens General hospital. 
The 225-room building will be converted to 
hospital use at an expenditure of about $200,- 
000, and is expected to be ready for operation 
about Feb. 1 by a group of Queens physicians. 

Saranac Lake, N. Y.—Creation of a chil- 
dren’s ward and construction of a new wing 
for General hospital are among major recom- 
mendations submitted in the annual report. 

Durham, N. C.—Representatives of Dur- 
ham, Guilford, Mecklenburg and Forsyth coun- 
ties have requested an annual grant from the 
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state of North Carolina to help maintain their 
county tuberculosis sanatoriums. 
Gifts and Bequests 

Greensboro, Ga.—A former Green county 
citizen has offered a $1,000 donation toward 
erection of a county hospital. 

Louisville, Ky.—Purchase price of the site 
of a tuberculosis hospital for Warren county 
was donated outright by C. W. Lampkin and 
Mr. and Mrs. J. L. Pushkin. 

New York, N. Y.—Under the newly filed 
will of the late Mrs. Frida G. White, the Hos- 
pital for Ruptured and Crippled and the Me- 
morial hospital for the treatment of cancer and 
allied diseases will be among the ten institu- 
tional recipients of her estate. 

New York, N. Y.—Roosevelt and New 
York hospitals will be the ultimate recipients 
of the $748,962 estate of the late Jeremiah 
Beall. 

Niagara Falls, N. Y.—Niagara Falls Me- 
morial hospital is adding a new physical ther- 
apy department, largely the gift of Mr. Charles 
Holland-Moritz. 

Poughkeepsie, N. Y.—St. Francis hospital, 
through the generosity of Oakleigh Thorne, 
Millbrook philanthropist, is to have a modern 
air conditioning system in the surgery depart- 
ment. 

Philadelphia, Pa.—Jewish hospital has re- 
cently been awarded $198,500 from the estate 
of Mrs. Mary H. Hirch, for the purpose of 
erecting a new nurses’ home. 

Dallas, Tex.—A gift of $10,000 toward 
establishing the William Buchanan blood, 
plasma and serum center at Baylor University 
hospital was made by Dr. and Mrs. Stanley J. 
Seegar, of Milwaukee, Wis. 

Equipment 

Ottawa, Ill—A new motion picture projec- 
tor equipped for sound has been donated to 
the La Salle County Tuberculosis sanatorium 
by the American Federation of Labor unions 
of La Salle county. 

Endicott, N. Y.—Ideal hospital has a new 
giant x-ray machine donated by Thomas J. 
Watson. 

Goshen, N. Y.—Fifteen doctors affiliated 
with Goshen hospital have given $360 to buy 
anesthesia apparatus. 

Long Island City, N. Y.—St. John’s Long 
Island City hospital has recently spent more 
than $25,000 for new x-ray machines, new 
ambulances, and kitchen equipment. 

New York, N. Y.—A second baby incubator 
has been given to St. John’s hospital by the 
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generous members of Kiwanis club of Astoria. 

New York, N. Y.—Father Duffy Post 54 
of the Catholic War Veterans has presented a 
$1,400 artificial respirator to Misericordia hos- 

ital. 

. New York, N. Y.—Gouverneur hospital 
medical staff have contributed about $1,600 
for the purchase of an ambulance, and its 
maintenance for a year. 

Peekskill, N. Y.—Plans to replace all of the 
present x-ray equipment at Peekskill hospital 
with new machines of the most modern design 
have been announced. 

Yonkers, N. Y.—Yonkers Professional hos- 
pital has a new $6,000 x-ray machine. 

Winston-Salem, N. C—North Carolina 
Baptist hospital has purchased an up-to-date 
electrocardiogram, and will establish a heart 
station. 

Laurens, S. C.—Pneumothorax equipment 
has been installed at the Laurens County hos- 
pital, provided for in a donation by the King’s 
Daughters chapter. 

American Fork, Utah—American Fork Com- 
munity hospital has purchased $1500 worth of 
new sterilization equipment. 

Community Helps 

Chicago, Ill—A ball was given recently at 
the Stevens hotel for the benefit of Misericordia 
hospital and infants’ home. 

Chicago, Ill—The annual Christmas party 
to aid Walther Memorial hospital was held 
Dec. 18 at the nurses’ home, under auspices of 
the women’s auxiliary. 

Chicago, Ill—The North Shore auxiliary 
recently gave a fashion show at Evanston, for 
the benefit of the Chicago Maternity center. 

Chicago, Ill.—Presbyterian hospital, as is its 
annual custom, received 250 pounds of turkeys 
for Christmas dinner, donated by local whole- 
sale provision merchants. 

Chicago, Ill—The board of Passavant hos- 
pital recently cleared $12,000 by the presenta- 
tion of “Salome” at the opera house. 

Chicago, Ill—The White Elephant rum- 
mage shop committee took over the Esquire 
theater on Nov. 13, exacting a piece of 
rummage for each ticket. Proceeds will be 
turned over the Children’s Memorial hos- 
pital, for which the shop is run. 

Newark, N. J.—Members of the St. James 
junior auxiliary of the guild of St. James 
hospital gave their second annual dance on 
Nov. 9 at the Essex Falls country club. Pro- 
ceeds will go to the new pediatric department 
of the institution. 
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Flushing, N. Y.—More than 10,000 articles 
of linen, costing more than $2,000, were do- 
nated to Flushing hospital and dispensary last 
summer by the women’s auxiliary. 

New York, N. Y.—Mrs. Thomas E. Murray, 
Jr., gave a Yuletide musicale and tea on Dec. 
17 to aid St. Mary’s hospital for children. 

New York, N. Y.—Ladies’ auxiliary of 
Seton hospital and Nazareth hospital for wom- 
en and children held their annual bridge and 
fashion show Jan. 11. 

New York, N. Y.—An Alma Gluck 
Zimbalist memorial benefit concert was held 
Nov. 23 at Carnegie Hall, the funds to be 
used toward a unit in the new building of 
Roosevelt hospital. 

New York, N. Y.—Occupational therapy 
patients in eight hospitals in the city will 
benefit from the annual sale conducted by 
the occupational therapy committee of the 
New York Junior League, held Dec. 2. The 
League has assisted in developing occupation- 
al therapy work in the City hospital on Wel- 
fare Island, and at Bellevue, Presbyterian, 
Crippled, Reconstruction, Post-Graduate and 
Roosevelt hospitals, also New York infirmary 
for women and children and Hospital for 
the Ruptured and Crippled. 

Syracuse, N. Y.—The sum of $500 was 

turned over to the trustees of Crouse-Irving 
hospital by the auxiliary, recently, at its annual 
donation tea. About 250 persons attended, 
bringing gifts for the hospital. 
- White Plains, N. Y.—White Plains and St. 
Agnes hospitals have received new ambulances 
as gifts from the people of the vicinity, made 
through the four service clubs of White Plains 
— Lions, Rotary, Kiwanis and Exchange. 

Easton, Pa.—Easton hospital is to get a new 
food conveyor or an ambulance as one of its 
50th birthday anniversary gifts. 

Mechanicsburg, Pa.—Seidle Memorial hos- 
pital received a gift of $100 recently from 
the Mechanicsburg club as a fund to maintain 
a bed at the institution. Shortly after the 
hospital opened nearly three years ago, the 
group gave $350 to provide a bed, and last 
year contributed $100 toward maintenance. 

Port Arthur, Tex.—Donation of 2,000 sec- 
ond-hand red bricks to be used in construction 
of a small hospital for Negroes was recently 
made by Harry Rosen. 

Drives 

Macon, Ga.—A public-spirited citizen has 
agreed to assist in the expansion program by 
donating $10,000 for the new building. This 
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will leave $5,000 yet to be raised to complete 
the job. 

Westfield, N. J.—A campaign is on to build 
a modern hospital at Westfield. 

Potsdam, N. Y.—The American Legion post 
is raising funds to build an addition to Pots- 
dam hospital, which is badly overcrowded. 
The post staged three boxing bouts in August 
as part of its campaign. 

Cincinnati, O.—A campaign for $111,488 
was launched recently by Children’s hospital. 
The amount asked is one-third of the sum 
needed for operating the hospital during 1941. 

Warren, Pa—Warren General hospital has 
recently successfully completed a campaign for 
$50,000, according to announcement recently 
released by Supt. A. M. Lopez. 

a os 


New Sexton Plant in Dallas 
On January 2, John Sexton & Co., manu- 
facturing wholesale grocers of Chicago and 
Brooklyn, opened a distributing plant in 





All necessary facilities have been 
incorporated to render complete service to hos- 
pitals. 
- - fe 
TB in Negroes 

A recent study of tuberculosis among Ne- 
groes at the U. of Chicago showed more than 
three out of every hundred had the disease in 
a clinically important stage. A previous study 
of white persons showed one to two out of 
every hundred effected. 

The study was financed by a $3,000 grant 
from the Julius Rosenwald Fund, with the co- 
operation of the Provident hospital, and was 
carried out by Drs. Robert G. Bloch, William 
B. Tucker and J. Edmond Bryant, of the U. 
of Chicago department of medicine. 

Some conclusions at which they arrived: (1) 
The tuberculosis problem, even in children, 
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must be approached through the adult as the 
main source of infection for all ages. (2) 
Commonly recognized symptoms are frequently 
absent in active cases, and physical examina- 
tions without x-rays frequently fail to reveal 
its presence. (3) Need for expansion of this 
type of examination is evidenced by the fact 
that in One survey among expectant mothers, a 
greater percentage of clinically important tu- 
berculosis was revealed than the percentage of 
venereal disease disclosed by specific tests in 
the same group. 

— —-f -—_— 

Here Are Your Answers 
(See Page 22) 


1. Bellevue, with chapels for the Catholics, Prot- 
estant and Jewish faiths in its recently opened ad- 
ministration building. 

2. Twenty buildings. 

3. The Mayo clinic, developed by Dr. R. M. 
Wilder, Jr. 

4. The seventeenth century Italians spoke of a 
group of diseases which could be explained only by 
invoking the influence of the heavens. So the medicos 
used the Latin description “ex influentia coelisti." 

5. As part of a program marking the fortieth 
anniversary of General Electric research laboratories. 
It has a million-volt potential, and will be used to 
detect flaws in metals used in bombers and pursuit 


planes. 

- +f 
Hospital and Medical Manufacturers Merge 

The first of January saw the merging of two 
important manufacturers in the hospital and 
medical supply field. Lewis Manufacturing 
Co. and Bauer & Black are now located at 
2500 S. Dearborn St., Chicago, Ill., at the of- 
fices of the latter. They will be known hence- 
forth as: 
Lewis Manufacturing Co. . . . Bauer & Black 
Divisions of The Kendall Company 
~- —— -0fe 


New A. M. A. Publication 
Beginning this month, the A.M.A. will pub- 
lish a new periodical: War Medicine, as part of 
its contribution to the preparedness program. 
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AZNOE’S Central Registry, established in 1896, offers a 
service dedicated to the solution of hospital personnel 
problems, and to the placement of weli qualified ap- 
licants in suitable positions. No charge to employers 
oe a service providing an intelligent selection of well- 
trained applicants and their confidential credentials. 
Candidates desiring to locate interesting opportunities 
in hospital or medical work will find our descriptions 
of opportunities as they occur of great value. Write 
to AZNOE’S CENTRAL REGISTRY (Ann Ridley, Man- 
aging Director), 30 North Michigan Avenue, Chicago. 


PRACTICES — hospitals — furnished — and sold — 


Locations for doctors and dentists. Write me your 
wants. F. V. Kniest, 1537 So. 29th, Omaha, Nebraska. 
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the job. 
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a modern hospital at Westfield. 

Potsdam, N. Y.—The American Legion post 
is raising funds to build an addition to Pots- 
dam hospital, which is badly overcrowded. 
The post staged three boxing bouts in August 
as part of its campaign. 

Cincinnati, O.—A campaign for $111,488 
was launched recently by Children’s hospital. 
The amount asked is one-third of the sum 
needed for operating the hospital during 1941. 

Warren, Pa.—Warren General hospital has 
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groes at the U. of Chicago showed more than 
three out of every hundred had the disease in 
a clinically important stage. A previous study 
of white persons showed one to two out of 
every hundred effected. 

The study was financed by a $3,000 grant 
from the Julius Rosenwald Fund, with the co- 
operation of the Provident hospital, and was 
carried out by Drs. Robert G. Bloch, William 
B. Tucker and J. Edmond Bryant, of the U. 
of Chicago department of medicine. 

Some conclusions at which they arrived: (1) 
The tuberculosis problem, even in children, 
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must be approached through the adult as the 
main source of infection for all ages. (2) 
Commonly recognized symptoms are frequently 
absent in active cases, and physical examina- 
tions without x-rays frequently fail to reveal 
its presence. (3) Need for expansion of this 
type of examination is evidenced by the fact 
that in one survey among expectant mothers, a 
greater percentage of clinically important tu- 
berculosis was revealed than the percentage of 
venereal disease disclosed by specific tests in 
the same group. 
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With the utmost sim- 
plicity and absolute ef- 
fectiveness, you can kill 
troublesome roaches, 
waterbugs and silverfish 
and definitely keep 
them under control. All 
you need do is to use 
Gator Roach Hives. 
These open end tubes 
contain a bait that in- 
sects relish. One bite 
positively kills them. 
Gator Roach Hives con- 
tain enough bait to give 
months of service. They 
are odorless, clean and 
no trouble at all to use. 
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Without cost to you any of the literature listed below will be forwarded 


promptly by a reliable manufacturer. 


This information is practical for your 


hospital. Order by number, and address this magazine, 43 East Ohio Street, 


Room 1016, Chicago, Ill. 


No. 175—Tender Meat. The Delicator makes 
steaks and boneless meats more palatable, as well 
as allowing them to cook in half the usual time. 
No markings show after cooking. A less expen- 
sive cut of meat can be used. Illustrated folder 
includes steak and meat recipes. 





No. 82—Inventory Sheet of Food Supplies. Pop- 
ular with chefs and storeroom men, because it 
is a practical arrangement of food supplies pur- 
chased by hospitals. Very handy for inventory 
purposes. 

No. 152—The Arabinate Substitute for Blood 
Transfusions. The perfection of an intravenous 
solution of gum acacia and the technic of admin- 
istration in cases of shock and hemorrhage 1s de- 
tailed in an interesting pamphlet describing the 
development and use of sodium arabinate as a 
substitute for blood transfusions. 





No. 143—Glove Sterilization Suggestions. The 
most recent material compiled for the benefit of 
operating room supervisors on the care and steril- 
ization of surgical gloves. Printed on heavy card 
board suitable for wall hanging. 





No. 172—Germicide — Fungicide — Antiseptic. 
An interesting illustrated folder describing the use 
of Mercresin in preoperative preparation, minor 
surgery and other fields wherever a dependable 
antiseptic is needed. Also, dilution chart. 





No. 158—Antiseptics in the Hospital. A 24-page 
booklet, profusely illustrated with full-color ana- 
tomical drawings, discusses the clinical uses of 
an outstanding antiseptic solution in the hospital. 
The booklet covers the application of this anti- 
septic in operating and accident rooms; surgical, 
genito-urinary, gynecological and obstetrical serv- 
ice; pediatrics, the ear, eye, nose and throat; 
and in general medicine. 





No. 141—Surgical Pumps. Twelve pages well il- 
lustrated on the uses of suction in the operating 
room, laboratory and for postoperative drainage. It 
also describes air compressors for use in mixing 
anesthetic vapors, operating air-driven instruments 
and atomizers; for drying glassware, operating in- 
struments and numerous other uses. 
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No. 34—For CO, Absorption. Useful informa- 
tion including the proper type of soda lime to be 
used for basal metabolism; also, in conjunction 
with oxygen tents and oxygen chambers. 12 pages. 


No. 169—Safety Patches for Rubber Goods. Re- 
pair punctures and snags. Easy to use — takes 
just a minute. Makes gloves, bottles, sheeting, etc., 
last twice as long and cuts replacement expense. 
Samples free on request. 





No. 46—Anatomical Drawings in Color. A book- 
let containing a series of anatomical drawings in 
color prepared by a famous artist and selected for 
the particular interest of the nursing profession. 
Ideal for teaching purposes. 





No. 76—Allergy Products. Booklet containing reci- 
pes for use in wheat-free, egg-free and milk-free 
allergy diets; suggested menus, also list of foods to 
use or avoid in special diets, available to hospitals 
upon request. 


No. 174. Human Blood Plasma and Serum. An 
8-page brochure with bibliography explaining why 
Plasma or Serum requires no typing or cross- 
matching, thus making it immediately available for 
infusion. In some cases Plasma and Serum can 
be shown to be superior to whole blood in treat- 
ment of burns and shock. 


pete 
No. 173—From Wards. to Private Rooms, is the 
title of a new, interesting piece of literature, 
telling how you can turn your wards into private 
rooms at minimum cost. 

No. 156—Clinical Laboratory, X-ray Technic 
Courses including basal metabolism, electrocardio- 
graph with correlated physical therapy training. 
This brochure profusely illustrated and completely 
descriptive. 

No. 145—Automatic Siphon Suction Unit. A des- 
cription and illustration of this apparatus, which 
causes a gentle continuous suction, for the treat- 
ment of pleurisy, empyema, etc. 





No. 144—Placement Service for the Medical Pro- 
fession. A leaflet describing more than 39 years 
of service placing nurses, physicians, technicians, 
dietitians and dentists. 
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from hospital floors . . . dirt floats 

away. There’s a sheen on the floor— 
lustrous—protective. With one sweep of 
the mop, your janitor completes 3 jobs 
that soap can never do! 

That’s the sort of cleaning job Spal does. 
It’s fast... thorough... safeto use... and 
it gives you economies that count. 

That’s because Spal’s amazing formula 
offers a new cleaning method—a new ex- 
purging action that dissolves dirt, draws 


Sion and dull surface film vanish 











it to the surface, and floats it away. 

But Spal does 2 extra jobs that soap can 
never do. It polishes and it protects. A 
specially developed filler leaves a lustrous 
film that reveals the beauty of the floor and 
guards the surface from harm. 

So get the facts about Spal. Make an 
actual ‘‘on-the-job” test in your hospital 
and prove to yourself that Spal is made to 
give you three times more work, in less 
time, and at a lower cost, than: any other 
floor cleanser you have ever used. 
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use it repeatedly. 
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tie Braided, safe, moisture and 
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Higher . . . and higher . . . in cod liver oil, common 
or preferred! 

But smart buyers aren't taking cod liver oil at 
blockade prices to get A and D vitamins. They are 
buying Abbott’s Vitamin Oil these days. And they 
are getting a dependable, quality product at low cost. 

Abbott’s Vitamin Oil is pleasant-to-take. It has 
five times the minimum required potency for cod liver oil, 
U.S.P. The product is a blend of carefully selected 
fish liver and vegetable oils with viosterol, adjusted 
to contain in each gram at least 4250 U.S.P. units 
of vitamin A and 425 U.S.P. units of vitamin D. 

Quality? Yes. Uniform potency? Yes. For the same 
rigid standards and methods which guarantee the 
vitamin A and D content in all Abbott vitamin 
products are employed in making this product. The 
physician can have fullest confidence the dose he 
prescribes delivers all the vitamin units he calculates. 

Abbott’s Vitamin Oil is available in 4-ounce, 12- 
ounce and 1-gallon bottles. Economy-wise hospital 
buyers will find the purchasing arrangement for 6 
gallons especially attractive. Ask your Abbott rep- 
resentative, or write to Hospital Sales Division, 


ABBOTT LABORATORIES, NORTH CHICAGO, ILLINOIS 


Abbotts 
VITAMIN OJUL 
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@ Genuine 
Wilson Soda Lime is now obtainable 
factory-packed in convenient glass 
jars holding approximately one 
pound. Six jars packed in a sturdy 
carton, six cartons to a case. It's an 
easy, time-saving package for the 
hospital or office that uses Soda 
Lime in small quantities. 


P.S. Also supplied as always in the 
economical gallon can and five-gallon 
pail. Correct grades and meshes for 
oxygen therapy, basal metabolism ap- 
paratus, and rebreathing anesthesia 
equipment. 

Order It From Your 
Local Supply House 
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HE LILLY LINE of vitamin preparations is comprehensive. 


It includes pure factors for the treatment of almost every vitamin 
deficiency as well as many logical combinations of two or more 
factors. Lilly vitamin preparations are intended for use under 
professional direction only, and are never publicly displayed or 
advertised. Available in all their various forms through your regular 


source of medical supplies. 


eel &ILLY AND COMPANY 


PRINCIPAL OFFICES AND LABORATORIES, INDIANAPOLIS, INDIANA, U.S.A. 








